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MALONE AVENUE NOW 
READY TO OPEN 


The Scott County Circuit Court has 
accepted the $4091 fund posted by the 
City of Sikeston and Malone Avenue 
from 
the 
Grade 
School 
Building 
south to the beginning 
of 
the con­ 
crete on No. 61 may 
be 
opened 
at 
once. 
The fund is equal to the 
amount 
allowed by appraisers of the proper­ 
ty through which the proposed street 
runs and 
which 
certain 
property 
owners are objecting on the grounds 
that they have not been allowed suf­ 
ficient damages. 
At a special meeting of the 
City 
Council March 
15 
the action 
was 
voted, but some delay has been ex­ 
perienced in getting the court to ac­ 
cept the fund. 
City Attorney Roger 
Bailey has been working on the case 
in the meantime and spent Wednes­ 
day in Benton when the fund was ac­ 
cepted. 
If the cases pending against 
the 
city are won by the objecting pro 
perty owners the city will have 
to 
pay the amount that the 
court 
de­ 
ckles but the property is now in the 
possession of the icty. 
Action on preliminary surveys and 
a discussion of 
the 
proposition 
in 
general are expected to come up at 
the regular monthly meeting of the 
Council Monday night. 
Under 
the 
present plan an engineer of the State 
Highway Department will be loaned 
the city to make the surveys and 
it 
is thought that the contract may he 
let in time to get the same company 
which gets the contract 
of 
paving 
Highway 60 south to New' Madrid as 
they will Ik ? here with their machin­ 
ery and should 
be 
able to do 
the 
work considerably cheaper than . a 
company which would have to bring 
machinery here for the job. 


HIGHWAY 61 IN N. M. 
COUNTY WILL BE BUILT 


Today a petition was filed 
in 
the 
New Madrid County Circuit Court by 
the State Highway Commission 
of 
Missouri for the purpose of condemn­ 
ing property needed for the right-of- 
way for U. S, Highway 61, through 
New Madrid County from Sikeston to 
Portagevillo. 
All the 
right-of-way 
had been given by the property own­ 
ers with the exception of twenty-one 
landowners, which represented but a 
small fraction of the entire right-of- 
way needed. 
A strenuous efiort had been made 
previously to 
get 
the 
landowners 
along the route to give the right-of- 
way so that this road can 
he 
built 
this year. 
Having secured practical­ 
ly all the right-of-way, 
condemna­ 
tion proceedings were instituted 
to 
secure the remainder, and the 
road 
can now be built as soon as contracts 
can be awarded. 
Wo understand that some of 
the 
parties whose property is being con­ 
demned will likely give a deed before 
the time set for hearing the matter 
at the Court House in New Madrid 
on Saturday, April 14, 1928. The con­ 
demnation proceedings 
through 
21 
tracts of land, were brought against 
the following 
defendants: 
George 
Carothers, Fred Krone, Trustee; the 
heirs of Luke B. Howard, deceased, 
(two tracts); the heirs of Emanuel 
Williams, deceased; 
Willie 
Powell, 
Frank Lewis, Mrs. Maggie Tott.v, J. 
H. Timberman. Alphone DeLisle, 
L. 
M arion, Prigjgel estate, ('ora B. An- 
kersheil, 
Mott 
estate, 
Theodore 
Brands, Monroe Bandy, L. A. Ruddle, 
L. Workman and the heirs of Elmer 
Workman, deceased; Jonah 
Del.isle, 
Margaret DeLisle, 
.John 
Braswell, 
and unknown heirs of Mattie 
Stan­ 
field, deceased; the unknown heirs of 
J. It. Be I Ion, deceased; Lucy J. Early. 
The legal publication to the 
non­ 
resident and unknown defendants will 
be published in this, and the two suc­ 
ceeding issues of the Record, on page 
eight. 
As stated in tthe legal notice 
the hearing will be held on April 14, 
ut the Court House, when commiss­ 
ioners will be appointed to ascertain 
and assess the 
damages, 
if 
any, 
which the owners 
of 
tracts of land 
may severally 
sustain.—New Madrid 
Record. 


DRUMS A N D BUGLES 
ORDERED 
Eight 
long 
bugles, 
eight street 
drums and a drum 
m ajor’s 
baton 
were ordered this 
week 
for 
the 
American Legion Drum 
and Bugle 
Corps from the Buescher Band 
In­ 
strument Company of Chicago ut 
a 
cost of about $280. 
It was decided 
at a meeting of the Legion 
several 
weeks ago, that the corps would 
be 
organized. 


Who Can Offer These 
For Quality and Reliability 


POINTS 
OF 
SUPERIORITY 
1. Weltecke Service and Experience 


Roscoe Weltecke and his experience in the building line is available to all Weltecke cus­ 
tomers. 
He is willing to give you the benefit of his experience at no additional cost. His 
experience has taught him that the best of materials are the keynote to successful building. 
2. Johns-Manville Products 
Your Insurance Against the Elements 


You commonly hear "It Cannot Leak.” 
Knowing that you have a roof on your new 
home that is leak proof is a measure of insurance that is especially worth while. A leaky 
roof may cause hundreds of dollars in damaged ceiling before it can be repaired. 
Johns-Manville Roofing may he laid over the top of old roofing successfully. 
SHINGLES 
ROLLS 
PASTE 
LIQUID 


A n applied properly will be guaranteed twenty years—through a whole generation. 
3* Atlas Cement 
The Essential Material for Permanence 


The use of cement for various uses about the home has grown with unusual rapidity the 
past few years—and why? 
Because work done with Atlas Cement lasts. 
It is not nec­ 
essary to do it over in a short time. 
4* Sherwin-Williams Paints 
It Covers the Earth W ith Satisfaction 


When building it pays to follow construction work as closely as possible with Sherwin- 
Willia ms Paint. 
Lumber which is given a chance to weather before paint is applied is 
never as lasting as lumber that is fully protected with Sherwin-Williams Paints. 
We 
recommend and guarantee for outside and interior work the same paint which the largest 
users of paint use, and that is Sherwin-Williams. 
5* United States Gypsum Products 
W ill Save You Many Dollars 


Not only is United States Gypsum Company’s products less per square covered, but the labor saved 
on the installation work is worthy of your consideration. 
U. S. G. Products, installed provides a finished surface for either paper or paint. 
Let us show >ou 
samples of several kinds of walls on which these products have been used. 
Only— 
The W eltecke Lumber Co. 
Office, Shop and Sheds: North o f Mo. -Pac. R. R. Tracks Between Ranney and Prairie Avenues 
Roscoe Weltecke 
SIKESTON, MO. 
Telephone 460 


WOMAN’S CLUB TO AID 
CRIPPLE CHILDREN 


More than fifty names of children 
in Scott County who need medical at­ 
tention have been 
obtained 
by 
the 
Public Welfare Comittee of the Wo­ 
man’s Club. 
The Club is 
making 
a 
survey of the county in an effort to 
establish a Cripple Children's Clinic 
here. 
Mrs. G. A. Dempster, chairman 
of the committee on the work, report­ 
ed at the regular 
meeting 
of 
the 
Club Tuesday that of the forty-five 
letters to superintendents of schools 
and teachers in Scott County, 
which 
were sent out March 
19, 
a 
great 
many had not been answered hut that 
in a week’s time fifty names 
were 
obtained. 
1 he regular meeting of the Club 
was held at the home of Mrs. L. 
O. 
Roles I uesday afternoon with sixteen 
members and two 
visitors 
present. 
Mrs. 0. C. White was leader and had 
as her subject “Know Your Country 
and Town". 
Special music was sung 
and 
the 
collet 
read. 
A business 
meeting was held first and it was de­ 
cided that the tree in honor of 
the 
retiring president of the Federation 
of Woman’s Clubs, Mrs. L. D. Sher­ 
man, which had previously been de­ 
cided upon, would be planted in Ma­ 
lone Park with fitting services. 
Mrs. C. C. White spoke of the Club 
Woman magazine’s 
special 
edition 
for May which will 
be a 
Southeast 
Missouri Number and 
pointed 
out 
that as the magazine goes into 40.- 
000 homes that it will be a big boost 
to this section. 
A sum of money was 
voted by the Club 
for 
advertising 
purposes in the magazine, the 
back 
cover of which will be devoted to the 
different Clubs of Southeast Missou­ 
ri. 
Mrs. Marion Keith, field represen­ 
tative of the American 
Red 
Cross 
spoke at the end 
of 
the 
business 
meeting on the work of the Red Cross 
in Scott County and its plans for the 
future. 
Mrs. H E. Dudley, chairman of the 
Art Exhibit committee spoke of the 
.‘oming exhibit which is hoped to 
be 
given the last of April. 
A brief dis­ 
cussion of the exhibit was held. 
Mrs. Keith and Mrs. W. H. Tan­ 
ner 
were the 
guests prseent. 
The 


n r -x t 
r n r c t i n g «f i h u 
Clab - W ill 
be 
held at the home of Mrs. G. A. Demp­ 
ster with Mrs. Harry Dudley leader. 
Tuesday, April 10. 


( AN A LOI 
MEN GIVEN CHANGE 
OF V E N U E IN RAPE CASE 


W alter Moore. Trigger Sexton and 
Tobe Bonier, all of Canalou, charg­ 
ed with the rape of 
a fifteen-year- 
old daughter of a Canalou 
farmer, 
who were to have had a preliminary 
hearing before Justice G. W. Duke 
of Big Prairie Township Wednesday, 
were given a change of venue. The 
hearing will be before Justice C. H. 
Shellenberger of New 
Madrid next 
Wednesday morning. 
The men were 
released under bond. 
The State is represented by Prose­ 
cuting Attorney J. Val Baker of New 
Madrid, assisted. by M. G. Gresham 
of Sikeston in this this case. 
Thom­ 
as Gallivan of New Madrid is repre­ 
senting the defendants. 
State warrants have been 
sworn 
out 
for 
Harry 
Robertson, George 
Neil, Willie Maze, Buster Cru rupee k- 
er and Chick Adams, 
but the 
men 
have not been located, but a search 
is being made. 
The eight 
men are 
alleged to have taken advantage 
of 
the girl who is not entirely bright. 


SPECIAL MUSIC FOR PALM 
SI NDAY IS 
\RR \N G E D 


i 


Special music has 
been 
arranged 
for both morning and evening serv­ 
ices at the Methodist Church, 
Sun- 
iay. 
The special Palm Sunday pro- 
cram in the morning will include the 
singing ol the anthem “O Immortal 
King", 
by 
Bi icket 
by a chorus of 
twelve voices. Mi>. F. W. Van Home 
will be at th • pian 
and Miss 
Helen 
Welsh is assistant with the violin at 
the morning service. 
At the evening service, 
Miss Lill­ 
ian Shields will sing “ Fling Wide the 
Gates", by H arry Rowe .Shelly. 
The 
following additional voices will 
as­ 
sist during the services and through­ 
out the revival: 
Mesdames Ray Burns, S. W. Apple 
gate, 
W. E. 
Hollingsworth, R. 
C. 
Matthews and Misses Sadie 
Emory, 
Virginia Hudson. Messrs. J. N. Ross. 
W. E. Hollingsworth, 
V. 
I'. 
Ellis. 
Frank Schulte. C¿troll Sutton, Frank 
Miller, Conley Purcell. 
All others who can assist hi 
the 
singing are invited into the choir. 


Mrs. R. C. Finley was a Cape Gir­ 
ardeau visitor. Monday. 
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SIGN 
THE PETITION 


Petitions favoring the $75,000,000 
road bond issue have been received in 
Sikeston and arc now at the Division 
10 ollice. 
These 
petitions 
require 
five per cent of the voters signatures 
before the issue can he placed on the 
referendum or a total of about 50,- 
000 signers. 
We do not think that 
it will be hard to get the 50,000, but 
the goal should be 100,000 at least 
to insure that the 
proper 
feeling 
for the issue is present. 
Abcve all, Sikeston, the home 
of 
the Chairman of the State Highway 
Commission 
should he behind this 
movement 100 per cent. 
If each 
of 
the several organizations were 
to 
take a petition and sign to a 
man 
the proposition can be quickly 
put 
over. 
The 
Lions, 
Woman’s 
Club, 
Chamber of 
Commerce 
and 
other 
club officials should get these peti 
tions at once and have them signed. 
Let’s show the State how Sikeston 
feels about the matter! 


These garden spots are queer act- 
ng things at times. 
They will often 
u ke along and then every plant 
in 
them will come out at the same time. 
One of the neighbors had that 
ex­ 
perience with his garden last 
week. 
His request is that the chicken own- 
rs keep their hens at home to 
do 
heir scratching. 
* 
* 
* 
* 


Cigarette lighters may come and 
igarette lighters may go, but their 
tories will go on forever. 
The Sik- 
stonian saw John 
Fisher 
try 
his 
ighter exactly seventeen times 
in 
Dud’s last week l>efore it lit. 
That 
should be a record for patience 
or 
omething. 
* 
* 
* 


H. J. Welsh 
tells 
this 
for 
the 
truth. 
He says that he was called t o [eston; E. H. Moore, Illmo, and D. P. 
onduct the funeral of a 04-year-old Bailey of Blodgett. 
Judge Bowman 
iegro woman near Cape Girardeau, j *a id that the convention was a suc- 
He was having difficulty in finding re- Cess, that much interest was shown 
atives, but was finaly informed that¡and that the convention was handled 
he woman’s father could he found at in a systematic, harmonious manner, 
he “da-po” 
in 
Cape 
Girardeau, The 
Scott 
delegates 
returned late 
where he w’as a porter and that if he Tuesday afternoon, 
was not at work, he might be found | 
The reading of the Lowden plank 
it the home of his father, who was a was greeted writh cheers after 
the 
farmer. 
hostile Resolution 
Committee 
had 
changed its recommendations. 
The 
Resolutions 
Committee had 
shortly after it met at noon voted 10 
to f> not to endorse Lowden and 8 to 
A 
16-months-old baby was found,g not to 
instruct. 
This 
upset 
an 
uninjured 
in 
a 
ditch after 
being agreement entered into by the party 
thrown through two windshields n e a r' managers Sunday night at which the 


m 


A. GREENER & SONS 
WHOLESALE DRY GOODS 
157-159 Union Avenue 


Memphis, Tenn., 
March 27, 1928 
Editor, 
Sikeston Standard, 
Sikeston, Missouri. 
Dear Sir: 
The writer wants to thank you 
behalf of the Greener 
Price 
Right 
Stores, Mr. Tom Baty, as well as my 
self for your 100', co-operation with 
our dilTerent advertisements. 
It might interest you to know' that 
our last Saturday’s sales at Sikeston 
w is the largest of the New' Year. For 
this wonderful increase in business 
we feci 
greatly 
indebted 
to your 
splendid paper. 
Thanking you for past favors, I am 
Very truly yours, 
W. M. MONK, 
Director of Sales & Advertising 
WMM-P 


Some few' deplore the fact that the 
Sunday picture show should be con 
sidered at the election 
the 
coming 
Tuesday. 
1 hat is the only question 
in the election of the Aldermen. 
If 
the present Board had given the vot 
crs of the 
city 
an 
opportunity to 
have voted on the 
proposition 
the 
matter would have cut no figure 
the city election. But as they did not 
see lit to give the public an opportun 
ity to express themselves, the Sunday 
picture show will cut considerable of 
a figure. 
In Ward 1, both Aldermen 
favored letting it come to a vote, so 
Alderman Wilson has no opposition 
at this time. 
In Ward 2 it was be­ 
lieved 
the present members w'ould 
leavt it to the public, but when Al- 
derman Hayden voted No, his fellow 
warder voted the 
same 
way. 
In 
Ward 3 it was known that Alderman 
( ox personally opposed it, but it was 
hoped he would be broad enough 
tc 
lot the people speak. 
There was no 
thought of how' Alderman Boardman 
would vote by those estimating 
the 
chances of 
placing 
it 
before 
the 
people. 
Ward 4 was equally divided 
on the question, Alderman Gross fa­ 
vored letting 
the 
voters say 
the 
word, while Alderman Denman 
was 
known to be quietly lighting it, but 
saying nothing in his paper. 
He is 
doing the same now in his efforts for 
re-election. 
In Ward 2, 
Charles F. 
Hebbcler, a young business man and 
property owner, favors the 
people 
voting on the question, and favors 
the proposition believing it wdll help 
the business interests of the commun­ 
ity and will not hurt the 
churches. 
The same t an lie said of E. F. Schorle 
in Ward 3 and F. F. Young in Ward 
4. 
The 
Standard 
strongly 
favors 
giving the voters a chance 
to 
say 


S 
E Z 
T H E 
I K E S T O N I A N 


B y I. C. S IK E ST O N 


STATE REPUBLICANS 
ENDORSE LOWDEN 


The Republican State 
Convention 
meeting at St. Joseph endorsed form­ 
er Gov. Frank O. 
Lowden 
for 
the 
nomination for 
the 
presidency late 
Monday, and commended 
his candi­ 
dacy to the Missouri delegates to the 
Republican 
National 
Convention 
which meets in Kansas City June 12. 
The seven delegates at large nam­ 
ed by the Missouri convention to the 
National Convention are: Gov. Sam 
B. Baker, former Gov. Arthur Hyde, 
Mayor Victor Miller of St. Louis, Ed­ 
mond Koeln of St. Louis, Mrs. Liou- 
tellus Cunningham of Bolivar, Mrs; 
G. W. Zwick of St. Joseph and W alth­ 
all M. Moore, negro. 
The Scott County delegates who at 
tended the convention and cast the 
seven votes 
alloted 
to this 
county 
were: 
Judge W. C. Bowman, of Sik- 


first few years of 
fits 
existence 
a 
majority 
of 
the 
students were of 
high school rank, but gradually it ac­ 
quired a collegiate atmosphere, and 
on June 22. 1915, a resolution 
was 
adopted making it a standard 
four- 
year college. 
The first session of the 
school opened in June, 1900, in 
the 
Central School Building with an en­ 
rollment of some 300 students. 
The 
fall term opened in a building on the 
Normal grounds 
which 
had 
been 


creased from 175 
students 
in 
the 
regular school term of 1 i>06-0^7 to 800 
to 900 in the past 
few 
years. 
The 
first faculty consisted of fifteen mem­ 
bers and the present faculty consist 
of approximately sixty regular mem­ 
bers. 
The growth of the school has 
not 
been in enrollment and faculty alone, 
for the campus has been beautified, 
outside activities have been constant­ 
ly gaining impetus and most import- 
formerly occupied by the Maryville ant is the high standard attained by 
Seminary, having been included 
by 
tihe city ami county in their original 
lonation 
to 
the 
institution. 
The 
lasses met in the Seminary and 
in 
arious parts of the city until 
the 
impletion of the new building. There 
was great disadvantage in not having 
ample space and equippment but with 
the perservance ond co-operation 
of 
faculty and 
student 
body, 
classes 
were successfully held in the cramp- 
d 
quarters 
available. 
However, 
these hardships were borne gladly in 
he anticipation of the new building 
>oing erected which w'as completed in 
October, 1910, on a campus of 
117 
reres. 
Thus one large administration 
building 
was 
“a 
complete 
school 
world under one roof”. 
The enrollment of the school 
in- 


Mort Griffith thinks the Bermudas 
arc in England. 


Salina, Kansas, so a newspaper from 
that 
State 
says. 
Brother, 
those 
windshields weren’t—or if they wuz 
'hey were turned down. 
Miss So-and-So has returned from 
a delightful visit to Memphis. 


The Standard refused to print paid 
advertisement 
of 
some 
so-called 
t vaugelists who were claiming to 
be 
able to cure cancer, goiter, those who 
had been blind from youth, etc., 
as 
we did not propose to be a party 
to 
any such 
fakes. 
The 
woman 
who 
brought in the advertisement told us 
we would be damned if we did 
not 
have faith, and vve told her we’d 
be 
iamned if vve printed her stuff, so we 
parted. 
* 
* 
* 
* 


It looks now' as though things are 
-haping up to have a right interest­ 
ing election. 
Some 
new blood 
will 
lock horns with some of the prosent 
members of the Council w’hich gives 
promise of a real fight, especially in 
the Third and Fourth Wards. 
* * 
* 
m 
With a sturdy captain and a true- 
hearted crew'—the good ship weath- 
ered the storm. 
This community is 
our ship. 
We are depending upon 
it 
to get us safely into port. The cap­ 
tain and the crew of this good ship 
are no one else but oursleves 
and 
our 
neighbors. 
Working 
together 
with and for one another, 
we 
can 
bring our ship safely through 
the 
storm of competitive business, safely 
into the port 
of 
greater prosperity 
for one and all. 
But each member of 
the crew must do his share. 
Are we 
doing all we can, all the 
time? 
If 
not, let’s start today. 
If 
vve 
are, 
then let’s do more. 
• • 
• 
• 


A 
Municipal 
Twilight 
Baseball 
league for Sikeston would do much 
toward giving pep to the summer af­ 
ternoons in Sikeston. 
If about four 
teams were organized from different 
industries and organizations in town 
and about two games per week were 
played, entertainment would be fur­ 
nished for the baseball fans of Sik­ 
eston and exercise would be afforded 
some fifty young men. 


endorsement of Lowden was decided 
upon by a compromise. 
When the party chieftains heard 
the adverse recommendations of the 
committee they besieged the commit­ 
tee until it backed 
up 
and 
wrote 
the Lowden plank. 
The Resolutions Committee’s 
re 
port which was 
approved 
by 
the 
convention 
commended 
President 
Coolidge and his administration and 
the Department of Justice for 
theii 
untiring 
efforts 
to 
eliminate 
and 
punish those wrho have been guilty of 
misconduct in public office. 
The resolutions carried a general 
denunciation of the oil scandal, but 
the names of Fall, 
Daugherty 
and 
others were not mentioned. 
The resolutions recited that Repub 
licnas feel deep resentment 
toward 
former officials who had been traitors 
to their public trust. 
The resolutions stated in addition 
however, that it is with resentment 
too, that 
Republicans 
feel 
toward 
those who attack Republican purpos 
es and patriotism. 
While oil was much discussed 
by 
speakers called 
upon 
to kill 
time 
w'hile the Resolutions Committee was 
wrangling over the Lowden endorse 
ment, the resolutions did not go 
as 
far as was indicated by statement 
of leaders before the convention. 
The Resolutions Committee 
bro’ 
in its report, including 
the Lowden 
endorsement, ahead of the election of 
delegates-at-large, 
which 
had 
just 
started at 0:30 p. m. 
The resolutions contained a strong 
farm plank, but did not carry an en 
dorsement 
of 
the 
McNary-Haugen 
bill. 
The Baker and Coolidge admin 
istrations were endorsed. 


12-YEAR-OLI) GIRI. DIES 


Zelma Byrd, 12-year-old daughter 
of Mr. and Mrs. II. E. Byrd, of near 
Sikeston. died at her home, Tuesday. 
Funeral services w'ere held 
at 
the 
Byrd home and burial at the 
Car­ 
penter Cemetery, Wednesday. 


The Standard $1.50. per year. 


The incubator should he disinfect­ 
ed thoroughly aftor each hatch, the 
disinfectant being thoroughly applied 
to all interior parts after the 
ma­ 
chine has been cleaned ami all dirt 
and down removed. 
Care should 
be 
taken to use an efficient disinfectant, 


THIS WEEK IN MO. HISTORY 


the school. 
It has been 
ably 
con­ 
ducted since 1921 by President 
Uel 
W. Lamkin, former superintendent of 
public schools of Missouri, 1910-1918. 
Since the earliest days of her his­ 
tory, Missouri has realized that 
the 
foundation of good government is an 
educated citizenry and therefore has 
diligently devoted herself to the es­ 
tablishment 
of 
schools. 
“She 
has 
realized that the best of educational 
equipment is not for the few alone 
but for the mass 
of 
her 
citizens”. 
With this attitude toward educating 
her people, Missouri has established 
five State 
Normal 
Schools 
(made 
State Teachers Colleges by law 
ap­ 
proved May 20. 1919), the Teachers’ 
College at the University 
of 
Mis­ 
souri, and Lincoln University in Jeff­ 


erson City for the training of 
the 
negro—placing a school in all 
sec­ 
tions of the State. 
“While the schools seek to give an 
all round education, it ever holds be­ 
fore the 
student’s 
mind 
that the 
knowledge he receives m ust become 
that wisdom which is enabled to im­ 
part itself to another”, or the art of 
teaching the teacher to teacth. 


Treat All Seed Potatoes 


All seed potatoes need 
treatment, 
according to the Missouri College of 
Agriculture. 
Certified seed 
should 
be treated as well as others for eveh 
certified seed may show some disease. 
No fields of potatoes will be entirely 
free from disease so that the formal­ 
dehyde 
or 
the 
corrosive sublimate 
treatments will be good 
insurance. 
Details on Controlling Potato 
Dis­ 
eases by Seed Treatment, Extension 
Circular 197 that is now' being print­ 
ed. can be secured free from the Mis­ 
souri College of Agriculture, Room 
127, Columbia. 


GLOVES 


of 
Eastertide 


After reading the day’s news 
one 
comes to the conclusion th at 
all Eu­ 
rope would go to war if all Europe 
was not afraid to.—Charleston Mail. 


Easter Candies 


In this showing you will find an 
ample range of glove styles for 
Easter wear. 
The new effects 
are well emphasized and inter­ 
preted in the complete showing 
of gloves. 


oo 


Eastor is the time of the year when the children look for­ 
ward to an extra liberal allowance of candies. 
Here are 
the kinds they may eat without harm. 
Pure fruit coloring 
decorate candies made fio m purest ingredients. 


Whitman's 
Hollingsworth *s 
Jenny Lind 
téonfectumeni 


(Floyd C. Shoemaker) 
“ What 
for 
many 
years 
was 
‘schoolmaster’s dream ’ at last foun 
realization”. 
This 
“dream ” 
whit 
was in the minds 
of 
the more pro­ 
gressive teachers of Northwest Mis­ 
souri for more than thirty years was 
realized on March 
25, 
1905, 
when 
Governor Joseph W. Folk 
attached 
his signature to a bill creating Nor­ 
mal School District 
Number 
Five 
in Northwest Missouri, out of nine­ 
teen counties hitherto belonging 
to 
the First District. 
The aim of the 
school 
from 
its 
creation was to supply the long-rec­ 
ognized need of giving to Northwest 
Missouri the professional education­ 
al facilities which other sections 
of 
the state were enjoying. 
The N orth­ 
west Normal School wras intended to 
rec ruit and improve the evert hang­ 
ing army of three thousand teachers 
in that section of the State. 
Maryville was selected as the site 
of the school by a commission 
ap­ 
pointed by the 
Governor. 
Material 
aid began with the 80 acres of land 
such as a saponified cresol solution 
A fter the 
hatching season is 
over, and the $58,000 tendered by the city 
clean and 
disinfect 
the 
incubator, {if Maryville and Nodaway county. A 
empty the lamp, and carefully store board of regents 
w'as appointed a n d 1 
what they want and 
not 
force 
the 
parts inside the machine. 
¡at its first meeting in St. Joseph on 
The large losses to 
oat 
growers ¡January 11, 1900. Prof. Frank Deer-j 
caused by the smut disc ases can 
be wester of the State Normal 
School 
almost wholly prevented by disinfect- of Warrenaburg, w'as chosen 
press­ 
ing 
the 
seed 
with 
formaldehyde j dent. 
His executive duties began al- 
shortly before sowing. 
One ppint of j moat immediately and he entered up- 
wrong. 
Give them a chance to 
bej formaldehyde added to 40 gallons of ¡on the task 
of 
organization w'hich 
weaned away from worse things and w ater is enough to treat 50 bushels |progressed rapidly. 
The facutly was 
I rhap 
it will be an easier matter of seed. 
Sprinkle the solution on the chosen on March 13, 1906. 
The corn- 
t<» get them to attend church. 
The seed while it is being shoveled from er stone was laid on October 12, 1907, 
p.issing of the remonstrance petition one pile to another, cover with blan- and was witnessed by 10,000 persons; 


A Wonder Value 
Living Room Suite 


publh to seek other cities and 
sec­ 
tion- for amusement instead of stay­ 
ing at home and spending their mon­ 
ey. 
The attitude of some that they 
can go to church or go to hell is all 


ili rough the churches was taking un-jkets nad leave for at least 2 hours, ceremonies were conducted 
by 
the 
the 
du< advantage of many 
and caused I or overnight, 
( ’are to avoid freez- 
Masons and Governor Folk was 
» mburra .-ment. 
Some 
who 
signed j ing or heating is essential, and if speaker of the day. 
in ehuivh have 
stated they 
would sowing is delayed the seed should be 
The Northwest Normal began as a 
\ ’ 
>e 
if they had a chance. 
»spread out and dried. 
two-year normal school. During the 


Compare the values wc are offering 
in Living Room Suites before you 
decide upon what to get for refurnish­ 
ing your home this spring. An ample 
selection of designs from which to 
choose. 
Also just unloaded a car of D. R. & 
B. R. Furniture of a quality to suit 
the most discriminating buyer. 


Phone 1 50 
Rose Furniture Company 
Front Street—Sikeston 


HOSIERY 
for Spring and Easter 


Hosiery of the quality 
of 
this 
usually sells for a much higher 
price, hence it will prove econ­ 
omy for you to buy liberally and 
now'. 


Dsy Rubbers 
for W et Days 


A good 
pair 
of 
rubbers save 
many times their 
cost in 
the 
protection they afford the foot­ 
wear. 


Finely Fashioned 
U N D ER TH IN G S 
of Fine Materials 


Especially worthy of your atten­ 
tion are these new underthings. 
They are so fine in texture, 
so 
beautifully made and so low in 
price. 


45 — Phones—46 


Pinnell Store 
Go, 


“ The Most of the Best for 
the Least” 


TUESDAYS AND FRIDAYS 
THE SIKESTON STANDARD 
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CUTLER FAVORS S. E. 
MO. IN RADIO TALK 


! MARCELINE DAY A N D BETTY 
COMPSON WITH CHANEY 
IN “THE BIG CITY’ 


Southeast Missouri 
was 
com pli­ 
m ented and the road situation in gen- 
eral discussed and 
explained in 
a 
radio address given at Jefferson City 
F riday by T. H. Cutler, Chief E n g i­ 
neer of the S tate Highway 
D ep art­ 
ment., 
The importance 
of 
proper 
d rain ag e for highw ays as a fu n d a­ 
m ental necessity, the present 
condi­ 
tion of the Missouri Highway system 
and particularly 
in 
Southeast Mis­ 
souri w ere also discussed. 
A p a rt of 
the speech which refers to Southeast 
Missouri and flood control, etc.. fol­ 
lows: 
‘To the State 
of 
Missouri, 
this 
question of flow! control is very 
im- 
p o ita n t and to th a t section of 
the 
S tate known as Southeast Missouri, 
it is an extrem ely vital question. 
“The term ‘Southeast Missouri’ to 
the person acquainted with the 
te r ­ 
ritory, means that p art of Missouri 
th a t is bounded on 
the 
north 
and 
west by the Ozarks, on the east 
by 
the Mississippi River, 
and on 
the 
south by the A rkansas S tate line. 
“ In glancing at a m ap of Missou­ 
ri, one sees the 
counties of 
( ’ape 
Cape 
G irardeau, 
Scott, 
Stoddard 
Butler, 
Mississippi, 
New 
Madrid, 
Pem iscot and Dunklin, in 
the 
ex­ 
trem e lower right hand corner of the 
State. 
This te rrito ry has been, 
un­ 
doubtedly, a p art of the Mississippi 
flood plain, and sometime in the ages 
past, the Ozarks were bluffs form ing 
the w estern banks of the m ighty riv­ 
er. 
The soil found in this territo ry 
bears out this hypothesis, it being 
clearly of an alluvial nature. 
“ Highways, as 
we 
know them, 
Were unknown in Southeast Missouri 
p rior to about 1910. On nearly every 
ridge was a north and south 
road, 
and at irregular intervals there were 
cross and sole roads leading 
from 
the m ain road to the brink of the p a r­ 
ticular ridge. 
“ Between 1910 and the time of the 
enactm ent of the centennial m ad law, 
the counties otf Southeast 
Missouri 
voted a total of about $10,000,000 
in 
bonds for highways and began 
the 
construction of roads. 
Much of this 
m oney was advanced to 
the 
S tate 
H ighw ay D epratm ent and will f*> re­ 
turned to the counties in the nature 
of refunds. 
The highway program 
in the S tate owes much to Southeast 
Missouri. 
No section 
of 
Missouri 
has advanced, in such a short space 
of years, as rapidly as has this coun­ 
try. 
More railroad 
mileage, 
more 
h ighw ay mileage, more general 
de­ 
velopment, g rea ter increase in values 
and taxable wealth, g reater increase 
in population, general and 
propor­ 
tionate, are to he found in Southeast 
M issouri than in any other rural sec­ 
tion of the State. 
At 
the 
present 
time, ist genera! sta tu s ranks favor­ 
ably w ith any section in the State, 
and has all been attained in 
tw enty- 
eig h t years. 
“ It is said that $63,000,000 in bonds 
were issued in Southeast Missouri for 
th«* construction of 3000 
miles 
of 
d rain ag e ditches and levees. This ob­ 
ligation has to Ix* met by taxing pro­ 
p e rtie s 
in 
the 
d rainage 
district. 
D rainage taxes in Southeast Missou­ 
ri run as high as $3 an acre, and to­ 
gether with other taxes, poor fa rm ­ 
ing conditions, which have prevailed 
the last few years, 
droughts, 
e x ­ 
cessive rainfall, cyclones, hail storms, 
floods, etc., it seems absolutely 
ne- 
eessary th a t outside aid must be had 
to pay the cost of any additional flood 
protection and d rain a g e extension. 
“ Being in constant touch with the 
citizenry of Missouri, I believe that 
1 voiced the sentim ent of the people 
when I say that the State of Missou­ 
ri, particularly Southeast Missouri, is 
deeply interested in the control 
of 
the 
flood w aters of the Mississippi 
and its tributaries. 
The S tate is in­ 
terested in tin benefits to be secured, 
and critically interested in the 
dis­ 
tribution of the cost of the 
under­ 
taking. 
It is hard to conceive of any 
additional burdens being placed 
on 
the Southeast Missourians, who 
al­ 
ready have, obligate! themselves to a 
state of 
bankruptcy 
in 
providing 


The heroine of Lon C h an ey ’s 
first 
success on the screen, and his lead­ 
ing lady in one of his latest pictures, 
play to g eth er with him as a sort 
of 
feminine A lpha and O m ega of 
his 
career 
before 
the cam era, in “The 
Big C ity ”, his new' Metro-Goldwyn- 
M ayer sta rrin g vehicle com ing Mon­ 
day and 
Tuesday 
to 
th e 
Malone 
Theatre. 
They are Betty Compson, who first 
won fam e with him in “ T he Miracle 
M an” , and Marceline Day, who 
was 
his heroine in “ London 
A fte r Mid­ 
n ig h t”. 
Miss Compson, who has never play­ 
ed with Chaney since the tim e both 
won 
stellar fame 
in 
“The Miracle 
M an”, plays the “moll” or accomplice 
of the g a n g s te r chief, p o rtra y ed 
by 
Chaney in the new production 
and 
Miss Day Che heroine as a shopgirl 
innocently enmeshed 
in th eir plots 
Jam es M urray plays the 
shopgirl’ 
sw eetheart, a young 
g an g ster. 
The 
play is a vivid romance of New York 
n ight life and 
the 
underworld, 
sensational holdup in 
a fashionable 
night club, a police battle, and other 
thrilling details surround 
the 
ro 
mance of the shopgirl and the 
two 
g angsters. 
Among the cast are Vir 
ginia Pearson, M atthew 
Betz, John 
George, W alter Percival, Lew 
Short 
Alfred Allen and others of note. 
Tod Browning 
directed 
the 
new 
story from his own original, as seen 
arized by W aldem ar Young. Brown 
¡mg, Young ami Chaney are the trio 
responsible for “The U nholy T hree” 
“The 
B lackbird”, 
“The 
U nknow n’ 
and other notable success of 
“Thr 
Man of a Thousand Faces’’. 
One of the most elaborate picture 
sets in years was the replica of 
fashionable night club, based on that 
operated by the famous T exas Gui 
nan in New York, in which a big bal­ 
let ot p retty girls appeared in a sen­ 
sational dance. 
Another interesting 
set was that of a negro cabaret, sueh 
as may be found in Harlem , and 
in 
which several of the d ram atic epi 
sodes of the picture, including a sen­ 
sational police raid, were staged. 


PETITIONS FOR BOND 
ISSUE CIRCULATED 


HIGH QUALITY HAY RE­ 
QUIRES CARE IN HARVESTING 


The q uality of the hay erop 
de 
pends largely on the m anner in which 
it is harvested. 
Extra fine 
alfalfa 
hay m ay contain one-third more pro 
tein 
than 
wheat 
bran 
while poor 
quality alfalfa may have a third less 
protein than bran. 
The quality de­ 
pends largely on the way in which it 
is cured and handled, hence the ne 
cessity for using the 
best 
methods 
and machines available. Best results 
according to college experim ent sta­ 
tions. are obtained by raking the hay 
with a sole delivery rake im m ediate­ 
ly afte r mowing, allowing it to 
dry 
evenly in 
light, 
airy windrows. 
If 
dried in the swath, the leav s often 
become over 
dry 
ami 
break off in 
handling, th u s eausii g the 
hay' 
to 
lose much of its feeding value. Swath 
dried hay is seldom of as gorxl color 
as the windrow dried product. From 
the windrow the hay 
can 
best 
be 
handled by a hay loader, or by using 
a sweep rake to bring it to a baler 
which is operated in the field. 
This 
method saves a great deal of labor. 


CAN BEAUTIFY FARM GROUNDS 


levees, 
ways”. 
d rainage ditches 
and 
high- 


MAKING ORCHARD PROFITS 


you 
and 
Here is the prescription but 
will have to ca rry out the plan 
attend to every detail: 
1. 
Give every orchard 
operation 
personal supervisio nat all times. 
2. 
A careful check on the cost of 
all labor, equipment, materials, 
in­ 
terest, taxes, etc., is of vital im port­ 
ance. 


The farm home, usually w ith a set­ 
ting of n atural beauty, can be made 
much more attractive 
by 
judicious 
use of native shrubs, vines and flow­ 
ers and by some rearran g em en t 
in 
most cases, 
finds 
Miss 
Julia 
M. 
Roeheford. extension specialist 
for 
the Missouri College of A griculture. 
Blended groupings near the corners 
of the house and the foundation help 
to avoid the appearance of sh a rp a n ­ 
gles and straight linos. 
A <1 rive way 
at one side of the yard, ra th e r than 
breaking up the central portion 
of 
the lawn, is to be desired. 
The service part of the yard should 
be kept back of the house. 
This in­ 
cludes the wood yard and th e pile of 
cast-off farm machinery ami autom o­ 
bile casings. 
The clothesline can lie 
run between posts to the re a r of the 
dwelling. 
A 
screening of vine 
or 
shrub plantings will help to 
insure 
privacy in the work area. 
White paint is especially attractiv e 
for a farm home as it is less likely 
to be discolored by soot than in 
the 
city. 
Good linseed oil and white lead 
will produce the best results, both for 
w ear and appearance, and a gallon of 
paint will cover 400 
to 800 square 
feet of surface. 
Outbuildings should 
be painted the 
same 
color 
as the 


Initiative petitions for the propos 
ed Constitutional 
A m endm ent 
au 
thorizing an issue of $75,000,000 
in 
bonds with which to speed 
up 
the 
completion of 
M issouri’s 
7640-mil« 
S ta te highw'ay system, and add a sup 
plem ontary system of farm -to-rnark 
et roads, w ere put in circulation this 
week. 
It is planned to circulate the 
petitions in every county in the State 
and to secure, if possible, 100,000 or 
m ore 
signatures. 
The 
proposition 
will be voted upon at th e com ing No 
vem bcr election. 
The petitions are benig circulated 
by volunteer road onthusisast under 
the direction 
of 
the C itizens’ Road 
Bond Committee, of which Major L 
C. S tark, orf Louisiana, 
is 
general 
chairm an. 
U nder the law' the petitions 
must 
bear the signatures of at least 5 per 
cent of the legal 
voters 
in 
eleven 
Congressional Districst ami the min 
imum 
requirem ents would 
be about 
35,000 names.- 
In order to give 
the 
proposition a wider appeal, however, 
it was decided to circulate in all six­ 
teen Congressional D istricts and 
as 
m any signatures as possible must lie 
filled with fhe Secretary of State by 
July 6. 
Blank petitions have been sent for 
circulation to Chamber of Commerce 
and other civic organizations, auto­ 
mobile clubs, the different 
division 
headquarters of the S ta te Highway 
D epartm ent, all of the official 
g a r­ 
ages of the Automobile Club of Mis 
souri, and many other organizations 
and individuals who have volunteer­ 
ed to help secure signatures, accord­ 
ing to Anthony A. Buford of Elling­ 
ton, general secretary of the Citizens’ 
Road Bond Committee. 
“T here seems to be a trem endous 
sentim ent in favor of the $75,000,000 
issue”, said Buford. 
“ The Citizens’ 
Road Bond Committee, of which Ma 
jor S tark is goneral chairm an, open­ 
ed its state headquarters at 1405 Fed­ 
eral Commerce T ru st 
building, 
St. 
Louis, only a few days ago, but 
we 
have already received scores 
of 
re- 
piests for copies 
of 
the 
petition 
from citizens who wish to help cir­ 
culate them. 
We are glad to have 
the help of these* volunteer 
w’orkers 
in ever\ County”. 
A statem ent prepared by Chief E n­ 
gineer Cutler, of the S tate Highway 
D epartm ent, accompanies the 
peti­ 
tions. 
It is to the effiact th a t the pro­ 
posed bond issue will be paid for out 
of the State automobile licenses 
and 
gasoline tax. without increasing them 
and without levying a property 
tax. 
Mr. Cutler states that the $75,000,000 
issue will make possible the comple­ 
tion of the 
present 
S tate 
highway 
system of 7640 miles by 1933. or four 
years sooner than will 
be 
|>ossible 
under the 
pay-as-you-go 
plan. 
It 
will also provide refunds for counties 
and sub-divisions which have issued 
bonds to build state roads; create 
a 
¡MO.OOO,0<H) fund for building a sup­ 
plem entary system of S ta te 
m ain­ 
tain farm -to-m arket roads in 
every 
County, beginning in 1930 and being 
finished by 
1937; 
widen 
existing 
>ads and build new ones to relieve 
traffic congestion, and add a1>out 300 
nules to the existing sta te road sys­ 
tem, tilling up gaps, nad giving 
ao- 
ess to the S tate parks. 
C utler also 
states that w'ithout a bond issue, or 
an increase of taxes, funds will 
not 
be available, nor will th ere 
be au­ 
thority for, the construction 
of 
a 
ystem of farm -to-m arket roads. 


MISSOURI FARMERS WILL 
PLANT MORE THIS YEAR 


Jefferson City, March 24.— Missou- 
farm ers are planning to plant 8,- 
009,000 acres in crops 
this 
spring, 
om pared with 7.600.000 acres plant- 
d in 1927, »cording to the 1928 “ in- 
entions” of Missouri farm ers, 
an­ 
nounced today by tihe U nited States 
Bureau of 
A gricultural 
Economics 
ind the S tate Board of Agriculture. 
Present plans indicate there will be 
191,000 acres oorn planted, against 
,953,000 planted last year, the 
an­ 
nouncement said. 
Oats will total 1,-; 
>3,000 acres, compared to 1,630,0001 
1927, if the intentions are carried 
out. and spring wheat will be plant- 
on 14.000 acres, com pared to 10,- 
ed 


3. 
Thoroughness, timeliness,' and house since all are a part of the same 
a love for the work 
have 
alw ays unit. 
All should !>e kept in 
good re­ 
made orcharding profitable. 
pair as even a sagging 
g a te 
or 
a 
4. 
Believe in 
the 
industry 
and 
the future of orcharding in Missouri attractiv e farm home. 
no s ta te offers g rea te r opportuni- 
------------------------------- 
, ‘r s - 
The w ay to get rid of flies is 
to 
5. 
People 
will 
always 
demand elim inate th eir breeding places. De­ 
quality fruits, the price is sure to be «troy any th a t get in the house 
or 
g o o d , and Missouri has natural ad- hatch unnoticed. 
Put up screens at 
vantages 
unexcelled, 
ami 
rarely the earliest 
possible tim e 
in 
the 
equalled.- T. J. 
T albert, 
Missouri appring. 
See th a t all screens 
and 
College of A griculture. 
doors lit closely. 


(K>0 last year. 
F or other spring plantings, inteo- 
tons are : 
Barley, 11.000 acres, com­ 
pared to 7000 in 1927; potatoes, 98,- 
000 acres, against 85,000 
in 
1927; 
obacco, 4000 acres, 
sam e 
a* 
last 
ea r; tam e hay crops, 3,482,000, com­ 
pared to 3,553,000 harvested in 1927. 
The M arch intentions on these lead­ 
ing crops are a 5 per cent increase 
of 1927 harvest acreage. 
U nfavorable conditions 
id’ winter 
broken step ja rs in the se ttin g of an w heat from w inter ka 11 m ay increase 
the plantings of corn, oats, soybeans 
ami cow peas, depending 
upon 
the 
outcome by May 1, according to 
the 
joint statem ent. 


T ry borax and w ater 
for 
a 
tea 
stain, or keep pthe stain moist with 
lemon juice and expose it to the sun 
for a day or two. 


LAUGH 
THIS OFF! 


WE O RIG IN A TE O T H E R S IM ITA TE W E LEAD 
O T H E R S F O L L O W -W E A RE A T W AR W ITH 
OLD MAN H IG H PRICE /7e 
Leave Sikeston! 
LISTEN 


Greeners Pri ce Right Store No. 6 brought price right mer- 
chandi se to Sikeston—and what’s more we are going to keep 
it right in the future. 
Not one day a week but every day 
in every week -366 days this year -because it’s our policy 
and Leap Year. 


WE RE-ASSERT 
Promises Are Good—But 
Performances Are 


Now We are Going to Ask Ihe Thrifty People of Sikeston 
and It’s Surrounding Territory Some Questions 


What store in Sikeston Saturday exchanged Dollar Bills for 90c in change? 
What store in Sikeston Saturday gave a Free Hat with every Coat or Dress 
sold? 
What store in Sikeston Saturday SO L D Hope Domestic at 10c per 
yard? 
What store in Sikeston copied G R E E N E R ’S PRICE RIGHT 
S T O R E No. 6 advertisement last week? 
The answer is just one big series 
of H E A D A C H E S to our imitators. 
And listen, folks, we can supply 
H O P E D O M E ST IC to any store in America in quantities up to 5000 
yards; the same can be said for Rice Stix, Ely Walker and other wholesale 
houses like ours. 
FREE 


The best pair of Men s Dress Pants in our store Saturday; also a Free pair of our 
best women s full fashioned, pointed heel hose in service weight or sheer chiffons. 
Free tickets Friday and Saturday to evervone and you don't have to buy a thing. 
By request we are repeating A G A IN for Friday and Saturday that we will give a 
Free Hat with every Dress or Coat purchased at the regular price, and a Free Belt 
with all M ens Dress Pants at $2.98 or more. 
O ur ads may be imitated, but our 
values never. 
Come to Greeners Price Right Store every dav and save money. 
A nd 
last but not least, our merchandise is F R E S H , N E W and CR ISP, just un­ 
packed from it’s tissue wrappings. 
’N U F SEDl! 
GREENER’S 


PRICE RIGUT STORE NO. 6 
BECK BUILDING-FRONT STREET 
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ANNOUNCEMENT 


COUNTY OFFICERS 
Subject to Democratic primary. 
For Circuit Judge 
28th Judicial Circuit 
FRANK 
KELLY 
of Cape Girardeau 
For Sheriff 
GEORGE C. REAN 
TOM SCOTT 
For Treasurer 
H. G. SCHMITZ 
C. E. FELKER 
For Assessor 
C. A STALLINGS 


CITY OFFICERS 
For Mayor 
N. E. FUCHS 
For City Collector 
S. N. SHEPHERD 
W. ED HOLLINGSWORTH 
W. T. COBBS 
For Police Judge 
JOS. W. MYERS 
W. S. SMITH 
H. A. WALTON 
City Attorney 
A. F. HAYMES 
ROGER A. BAILEY 
Alderman, First 
Ward— 
T. A. WILSON 
Alderman. Second Ward— 
CHARLES HEBBELER 
Alderman, Third Ward— 
EMANUEL SCHORLS 
Alderman, Fourth Ward— 
F. F. YOUNG 
CU N T I t DENMAN 


I or Constable in Richland Twp. 
BROWN JEW ELL 


Subject to Republican primary. 
For County Surveyor 
JAMES A. COLLIER 


NEW MADRID COUNTY 
For Treasurer 
Subject to Democratic Primary 
WADE 
TUCKER 


WORTH 
REPEATING 


The Standard is so impressed with 
the remarks of G. B. Greer, farmer 
and banker, made at the Chamber of 
Commerce banquet recently, that we 
print saem again and call the atten­ 
tion of our farmer 
friends 
to 
the 
}• tspel it contains. 
It follows: 
“ Mr. Toast Master, ladies and gen­ 
tlemen of Chamber of Commerce, 
“I have been invited here tonight 
to speak to you 
on the subject of 
Farmer, his troubles and the remedy. 
“The farmer is in trouble—no one 
doubts that, a dollar and half day 
man can with a pick and a sledge tear 
this 
building down, hut 
he cannot 
erect it, we can criticise, hut who can 
build up? 
“The farmers troubles started some 
fifteen years ago. 
At that time we 
folks in this country did not 
know 
how to count any kind of interest ex­ 
cept eight per cent, we were offered 
fix per cent 
interest 
on long-time 
1 ans that was 
very attractive, at 
that time there was hut few farms 
under mortgage hut the low rate of 
interest was an inducement to bor­ 
row and we all fell for the loans. The 
Prudential Insurance Co. first enter­ 
ed the field, then The Northwestern, 
next 
the ( ommonwealth and more 
recently 
the 
Land 
Banks. 
Loans 
were put on the la mis, the money re­ 
ceived and spent lavishly and in many 
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instances very unwisely, undeveloped 
lands 
were 
bought 
at extravagant 
prices, extravagant habits were 
ac­ 
quired. taxes 
advanced 
beyond 
all 
reason, we all bought one and some 
as many as three automobiles 
and 
they were not all Fords either, 
we 
found ourselves 
literally 
living 
on 
wheels, our farm work neglected, the 
great war came on corn and wheat 
soared to high prices and we all tho’t 
we were fabulously rich, but pay day 
arrived 
and what an awakening we 
had. 
“To sum up we found ourselves in 
this position: Already burdened with 
a heavy and certain interest charge, 
we also found we were burdened with 
very high taxes, we found out.selves 
burdened with a lot of extravagant 
habits, do you know, my friends, that 
an extravagant habit is one of 
the 
easiest 
of all 
habits to form 
when once formed the hardest to get 
i ill of? 
In fact, we never discard an 
extravagant 
habit, 
until 
necessity 
compels us to do so, we found our­ 
selves riding around neglecting 
our 
farm work. 
“ My friend, I have no confidence 
in the McNary-Haugen farm relief 
bill giving the farmer permanent re­ 
lief, I have felt I would like to see it 
given a trial for a year or two. I fee 
the farmer can look in the looking 
class and see the most of his trou­ 
bles. 
This is some of the troubles 
with the farmers, hut not all. 
Now 
for the remedy. 
I believe one of the 
temedies to relieve their troubles is 
through the cow. 
As some of you 
well know, I have been preaching the 
cow to our customers for some time 
and one day I had made a perfectly 
good speech to a man. 
He 
had 
n< 
come back, he could not meet my ar 
gument and after thinking the matter 
over, lie said to me ‘Who in the hell 
is going to nulk the cows?’ So you 
You know my friends I never get to 
talking about the cow that I do not 
think of the story Bob Seeds, a hum 
orist, told once. He said that a young 
man went out to milk during fly time 
and the cow trying to protect herself 
would <iip the switch of her tail 
in 
the milk ind then wrap it around hi 
head. The young man got a fine idea 
in his head and 
got 
a strong cor« 
and tied the cow's 
tail around 
his 
leg. 
He said he had not been around 
the barn but three 
times until 
he 
found that was a mistake. 
“ I will give you a little of my ex­ 
perience in the dairy business. Dur­ 
ing the last week in February, 1927, I 
bought for 
Jack 
Turner, six cows, 
paid $100 for four and $150 for two, 
making an investment of $550. 
The 
tirst milk we sold was the first week 
of March. This milk was sold to Heb- 
Ireler Bros, and the money was depos­ 
ited in the Trust Company and 
all 
moneys drawn out by cheek, 
I had 
the funds handled this way to get an 
accurate check. 
On the last day 
of 
December, 
Mr. 
Turner 
wanted to 
know how he had done with his milk. 
I took his ledger sheet and found to 
my surprise that he had sold a little 
over $900 worth 
of 
milk and the 
money went into the bank, as you will 
see each cow overaged $150 in 
ten 
months, 
“ 1 was talking to a man on my 
farm a few weeks ago and asked him 
the simple question as to how many 
ays he had worked in making 
his 
rop and gathering it. He thought for 
few minutes and >aid 80 days. 
Of 
course he worked around the place, 
but it was at jobs that did not bring 
n any cash. 
I am adding 
an extra 
month and say the farm er worked 100 
days in his crop, the balance of 
the 
205 days he had to live off of what he 
produced in the 100 days he did work. 
I he farmer would work if he had the 
job, but there is no jobs when he is 
out of his crop, then it is up to the 
farm er to create his job and that can 
F>e done if he will get him some cows. 
All farmers will not milk and would 
not do well if they did milk. 
I have 
stated the Sikeston T rust Co. stood 
ready to establish a man in the dairy 
business if he wanted to milk, but he 
would have to have pastures and oth­ 
er qualifications. We will not take up 
a community affair. Every case must 
'land on its own merits, 


1 he advantages th a t come 
from 
milking are there. 
You sell for cash 
— waste labor, and you sell for cash- 
waste 
pastures, 
this 
is 
cash you 
would otherwise not get. 


“The troubles [ have outlined are 
not all the trouble we have, neither is 
the remedy f have suggested the only 
remedy. 


I want to talk to you a little about 
the road. 
I am in a mist; a fog. 
"I am not criticising our worthy 
townsman and Chairman of the High­ 
way ( ommission. 
1 am only differ­ 
ing with him in our opinions. 
“ We are a very inconsistent race 
of people. 
For instance, we will go 
on 
Malone Avenue, con- 


to fifty thousand dollars, and 
th a t’s love him when she takes this 
atti- 
not all. 
Of course, if the road does 
tude? 
circle around our city, we shall build I 
First of 
all, Geraldine, I wish 
to 
a connecting spur both to the south 
thank you. That you have 
turned to 
me upon this momentous issue warms 
the cockles of my heart and gives the 
lie to those enemies who cast aspara- 


and to the north which will he an add­ 
'd expense to the taxpayers, m ak­ 
ing an expenditure of not less than 
$50,000 of money and then what h a v e ! gus at my personal charms, 
we accomplished? 
With 
our 
good] 
I hasten to give the widest publici­ 
ty to the 
fact that 
one 
peprson at 
least regards me as a kissing expert. 
That you did not come to me in per­ 
son is still further complimentary, 
as it implies that in actually receiv­ 
ing from me a demonstration of the 
various modes of osculation you fear­ 
ed the fatal perfection of my 
tech­ 
nique. 
You did well, Geraldine. 
N't w to the point. 
The question 
seems to he how long should friend 


onnecting spurs and with signs that 
you can read for quarter of a mile di­ 
recting the traffic straight through 
our city, how many people do you 
suppose will follow the slab 
down 
around the shot« factory to get into 
the city? 
Not one truck out of a 100 
will follow 
road 61 
but will come 
straight through our city. 
When I 
came her tonight I was opposed 
to 
the $75,000,000 bond 
issue. 
I 
per­ 
haps could he persuaded to be mildly j fiance hang on when once engaged in 
for the bond issue, hut I am violently , the soul-swapping process. 
What is 
a m i!apposed to road 61 circling our city, the time limit? 
Is it nice for twen- 
1 
endorsed 
heartily 
the popsition ty seconds and naughty when it lasts 
Charlie Matthews first took, pay-as- twenty-one? 
At what hour 
of 
the 
vou-go certainly appealed to me. 
1 
understand the policy of the depart­ 
ment has been to miss the cities, hut 


clock does “ Satan come also?” 
Authorities 
differ. 
I/Othario’s 
well known “ Dictionary of Kissing”, 
i policy that will not bend or have I under the heading of Time, says that 


velops into a habit. 
It seems to me, however, that 
it 
depends 
on 
circumstances. 
Some 
hundred or so years ago, when I was 
a youth, the girls fought shy of me. 
Kissing in those days was come 
at 
only by much strategy ami expert 
prevarication. 
Now, alas! the young 
ladies kiss me and never hat an eye, 
the same as if I were a little l>aby. 
They give but little pecks, however, 
and I notice no inclination to linger. 
But, finally, cheer 
up 
Geraldine; 
after you’ve been married awhile you 
will he no longer troubled with Arch­ 
ibald’s exuberance. 
So worry along 
till then, and the problem will 
settle 
itself.— Dr. Frank Crane. 


“The Movie As a Community Asseti" 


exceptions is an unsound policy 
will finalv he determined so.” 
and 


The Time Limit On Kissing 


A young woman writes me asking 
that I give her some advice on 
the 


the lady should be allowed to come 
up to 
breathe 
occasionally; 
while 
Don J u a n ’s “ Handy Vade Meeum of 
Osculation” (p. 146, Leipzig edition) 
emarks, 
quoting 
Socrates, 
“nunc 
nimis", or never too mu. h. 
The Ice­ 
lander have a proverb, “Slobberigash 
subject of kissing. 
She says she is igloo nonskom”, hut as nobody knows 
keeping company with a gentleman j what it means it doesn’t matter, 
and at times is in doubt how to act— j 
Boston ladies have a dock rnanu- 
her kissing especially. 
Said man h a s : factured by 
an 
ingenious 
Yankee, 
proposed marriage and been accept-j w hich they set at the incipiency of 
d. 
Both parties are of good moral j the operation, and which rings a bell 
character, decent but 
not 
prudish, when the time is up. 
The only trou- 
and have reached the age of disc r e - j hie with this is that the happy ocea- 
tion. 
sion often comes by surprise, and by 
Now, she inquires, is the woman re-j the time one has hunted around and 
striding the man too much by insist-: found the clock the gentleman may 
;ng that he moderate his ardor a hit have changed his notion, 
m the osculatory phases of their com-j 
There 
are 
some 
who look upon 
fnunion? 
Is she justified in being of- kissing as a sin; and surely it has all 
fended when he will not listen to her the qualifications. 
In the first place, 
when she tries to repress this mani- it is pleasant, ami it's a poor sin that 
festation of his affection, and 
is he is not agreeable. Secondly, it is dan- 
justified in saying that she does 
not geious. 
And, thirdly, it rapidly de- 


“Wo know a professional man who 
says he finds perfect rest and mental 
relaxation at the movie. 
When he is 
tired he goes to the picture show. 
“We know a family who 
plan 
to 
go to the movie 
together 
once 
a 
week. 
‘Movie Night’ is an extreme­ 
ly enjoyable event to them. 
“We know many country 
people 
who find the movie their only source 
of year-round recreation. 
“We know hundreds who have im­ 
measurably broadened their vision of 
life by glimpses of distant lands and 
of important events in our own coun­ 
try. 
“We do not believe that hoys 
are 
led astray by bandit pictures or that 
the movies in general are exerting 
an unwholesome 
influence 
on 
the 
you of recreation ami amusement. 
“Here in Sikeston we 
have 
one 
movie house. 
Its 
program 
stand­ 
ards are high. 
It brings to our city 
the best talent in the world, and we 
are able to enjoy it for a few cents. 
More power to our movies!” 


Coton charmeuse is 
an 
excellent 
material for smocks ami house dress­ 
es, and. because of its smooth 
soft 
texture, for baby’s first rompers. 
The Standard $1.50. per year. 


Renewed 
are Excellent Buicks 
Values 


Users say that a 
Renewed Buick furnishes 
better transportation and is far greater value 
than any new car o f the same price. 
Each of 
our Re newed Buicks has been carefully recon­ 
ditioned by factory-trained mechanics. 
Som e 
ha ve their original Duco finish; others have 
been refinished in new bright Duco colors. 


A Small Initial Payment fVill Deliver One of 
These Buicks To You 


Your Present Car A ccepted as 
P art Paym ent 


down 
demn 
hen 
tor street purposes, 
• 
- 
, 
pay 
<>r five thousand dollars for the 
four 
sole 
purpose of connecting with slab 
on 
the west of 
Sikeston and bringing 
road 60 straight through the center 
of Sikeston. 
We then undertake to 
circle around Sikeston and take road 
fil away from the natural or direct 
route through town at an added cost 
to the State ol anywhere from thirty 


It isn*t a 
Game 
with us 


There’ s as much difference in where you 


buy your tires as there is in the tires them­ 


selves. 


W e re not in the tire “game.” 


W ere in the TIRE BUSINESS. 


Believe us, there is a difference. 
When 


you arc in the “tire game” it’s largely a 


case of getting the money and getting by. 


{ But being in the tire business is an entirely 


| different proposition. 


W e have a good location and we’re equip­ 


ped with every modern facility for render­ 


ing tire service in the right way. 
Our $ 


stocks are complete, our psices are fair and 


our service is prompt, courteous, expert— 


always in your interest. 


W e handle Goodyear Tires, 1 ubes and 


Accessories because we thoroughly believe 


they represent the best value. 
W hen we 


sell you a Goodyear we know you will be 


back for more. 


More people ride on Goodyear I ires than 


on any other kind. 


Goodyear has maintained leadership for 


more than ten years. 


Goodyear has made and sold over I 10,- 


000,000 tires. 
Millions more than any 


other kind. 


The buy ers of more than One Hundred 


Million tires can’t be wrong. 


W e’ re in the 1 ire Business. 
W e re here 


to stay. 
Use Goodyears— get more for 


your money. 
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"Oh, no, no, no," she w hispered from 
a 
dry 
throat, 
autom atically stuffing 
her portion of the precious scrap of 
blue-print Into the bosom of her dress. 
She stood frozen, not daring to move, 
not daring even to reach down with 
her hand and touch the body of F lem ­ 
ing to see If he w ere dead or alive. 
A m u rm u r of excited voices so un d­ 
ed from the hall. 
T h e door flew open 
— feet stumbled through the darkness 
—"T he n o i s e cam e from this ro om !” 
th a t 
w as 
A nderson’s 
voice— “Holy 
V irgin!” th at must be Lizzie— 
Even as Dale turned to face th e as­ 
sembled household, the house lights, 
extinguished since the storm, cam e on 
In 
full 
brilliance— revealing 
her 
to 
them , 
standing 
beside 
Flem ing’s 
body 
with 
Sflss Cornelia's 
revolver 
betw een them 
She 
shuddered, 
seeing 
Flem ing’s 
arm flung out aw k w ardly by his side. 
No living man could lie In such a 
posture. 
"I d idn’t do It! 
1 didn’t do I t! ” 
»lie stam m ered, a fte r a tense silence 
th at followed the sudden relllutnlnlng 
of the 
lights. 
Her 
eyes w andered 
from figure to figure Idly, noting u n ­ 
im portant details. 
Billy was still In 
his white coat and bis face. Im pas­ 
sive as ever, showed not the slightest 
surprise. 
Brooks and Anderson w ere 
likewise 
completely 
dressed — hut 
Miss Cornelia had evidently begun to 
retire for the night when she had 
heard 
the 
shot— her transfo rm ation 
w as askew and she w ore a dressing- 
gown. 
As 
fur 
Lizzie, 
that 
w orthy 
shivered In a gaudy w rapper adorned 
with Incredible orange flowers, w ith 
her hair dom* up In curl papers Dale 
suw It all, and was never after to for­ 
get one single detail of It. 
T he detective was beside her now, 
exam ining Flem ing's body with pro- 
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fessfonal thoroughness. 
At last h< 
rose. 
“ lie ’s dead,’’ he said quietly. 
A 
shiver 
ran 
through 
the 
w atching 
group. 
Dale felt a stifling hand con­ 
strict about her heart. 
T here 
was 
a 
pause. 
Anderson 
picked up the revolver beside Flem ­ 
ing’s body and exam ined It swiftly, 
careful not to confuse his own finger­ 
prints with any th a t might already 
be on the polished steel. 
T hen he 
looked at Dale. 
"W ho Is he?” he said, bluntly. 
Dale fought hysteria for some sec­ 
onds before she could speak. 
“ Richard 
Flem ing—somebody 
shot 
h im !” 
she 
m anaged 
to 
w hisper a t 
last. 
A nderson took a step tow ard her. 
“W hat do you m ean by somebody?" 
he said. 
T h e world to Dale turned Into a 
crowd of threatening, accusing eyes— 
a m ultitude of shadow y voices, shout­ 
ing 
“Gttiltyt 
G uilty! 
Prove 
th at 
y ou’re innocent—you ca n ’t ! ” 
“ I 
don’t 
know," she said 
wildly. 
“Somebody on the staircase." 
"D id you see anybody?” A nderson’s 
vpice was as passionless and cold a s ; 
a bar of steel. 
"No— hut there was a light from ! 
som ew here— like a pocket-flash—’’ She) 
could not go on. 
She saw Flem ing’s 
face 
before 
h e r - f u r i o u s 
at 
f i r s t - 
then changing to th at strang e look of 
bewildered su rp rise —she put her hand i 
over her eyes to shut the vision o u t 
Fizzle made 
a 
welcome Interrup­ 
tion. 
“ I told you I saw a man go up that 
stairca se!" she walled, Jabbing 
her 
forefinger in the direction of the al­ 
cove stairs. 
Miss Cornelia, now recovered from 
the flr-u shock of the discovery, sup ­ 
ported her gallantly. 
" T h a t’s the only explanation, Mr. 
Anderson," she said decidedly. 
T h e detective looked at the stairs— 
at the terrace door. 
His eyes m ade a 
circuit of the room aud cam e back to 
F lem ing’s body. 
" I’ve been all over the house," he 
said. 
“T h ere’s nobody there." 
A pause followed. 
Dale found her­ 
self 
helplessly 
looking 
tow ard 
her 
lover for com fort— comfort he could 
not give without 
revealing Ids own 
secret. 
Eerily, through the tense silence, a 
sudden 
tinkling sounded—the sharp, 
persistent ringing of a telephone hell. 
Miss Cornelia rose to answ er It a u ­ 
tomatically. 
"The house phone!” she 
said. 
T hen she stopped. 
"B ut we re 
all here." 
They looked at each other aghast. 
It 
was 
true. 
And 
y et—som ehow— 
som ewhere—one of the other phones 
on the circuit w as calling the living 
room. 
Miss 
Cornelia 
sum moned 
every 
ounce of Inherited Van Gorder pride 
she possessed and went to the phone. 
She took off the receiver. 
T he ring 
!ng stopped. 
“ llello— hello—" she said, while the 
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others stood 
rigiu. 
listening, 
m e n 
she gasped. 
An expression of won­ 
dering horror came over her face. 
“Somebody g roaning!" gasped Mlaa 
Cornelia. 
" I t’s horrible!” 
T he detective stepped up and took 


th e receiver from her. 
H e listened 
anxiously for a moment. 
"I don’t hear anything," he said. 
“I heard it I I couldn’t im agine such 
a dreadful sound! 
I tell you— some­ 
body In tills house Is in terrible dis­ 
tress." 
“ W here does this phone connect?" 
queried Anderson practically. 
Miss Cornelia m ade a hopeless little 
gesture. 
"P ractically every room in 
th is house I" 
The detective put the receiver to 
his e a r again. 
" J u s t what did you hear?" he said, 
stolidly. 
Miss Cornelia’s voice shook, 
“ D readful groans—and what seemed 
to he an inarticulate effort to speak I” 
Lizzie 
drew 
her 
gaudy 
w rapper 
closer about tier shuddering form. 
" I’d go som ewhere," she walled In 
th e voice of a lost soul, "if I only had 
som ew here to go I” 
Miss Cornelia quelled her with a 
glare and turned hack to the detec­ 
tive. 
“ W on’t you send these men to In 
vestlgate— or go yourself?” she suld, 
indicating Brooks and Billy. 
T he detective thought swiftly. 
“ My place is here,” he said. 
"You 
two men,’’ 
Brooks and 
Billy moved 
forw ard to 
take his 
orders, "lak e an ■ 
other look 
through the 
house— don’t 1 
leave 
the 
building—1 11 
want 
you i 
pretty soon,” 
B rooks— or Jack Bailey, as we may I 
as well call him through the rem ainder i 
of 
this 
n arrativ e— sta rted 
to 
obey 
Then his eye fell on Miss Cornelia’s ! 
revolver, which Anderson had taken 
from beside Flem ing’s body and still i 
held clasped In his hand. 
“ If you'll give me th at revolver—” t 
he began in an offhand tone, hoping 
Anderson would not see through his 
little ruse 
Once wiped clean of fin- j 
gerprlnts, the revolver would not be I 
such 
telling 
evidence 
against 
Dale I 
Ogden. 
But A nderson was not to he caught 
napping. 
"T hat revolver will stay w here It 
Is." he said with a grim smile. 
Jack 
Bailey 
knew better than to 
try and argue the point. 
He follow’ed i 
Billy reluctantly out of the door, giv­ 
ing Dale a surreptitious glance of en ­ 
couragem ent and faith as he did so 
T he Jap an ese and he m ounted to the 
second floor, as stealthily as possible, 
prying Into dark corners and search 
Ing unused rooms for any clew that 
might betray the source of the s ta r ­ 
tling phone call from nowhere. 
But 
Bailey’s heart was not in the search. 
Ills mind kept going back to the fig­ 


u re 
of 
Dale— nervous— sh aken— u n ­ 
dergoing th e terrors of th e third de­ 
gree a t A nderson’s hands. She couldn’t 
have shot 
Fleming, of course— and 
yet—unless he and Billy found some­ 
thing to su b stan tiate her story of how 
the killing had happened—It w as h er 
own, 
unsupported 
word 
ag ain st 
a 
dam ning m ass of circum stan tial evi­ 
dence. 
H e 
plunged 
with 
renew ed 
vigor Into his q u e s t 
Back In the living room, as he had 
feared, A nderson was subjecting Dale 
to a m erciless Interrogation. 
"Now I w an t the real s t o r y !” he 
began, w ith calculated brutality. 
"You 
Ued b e fo re !" 
" T h a t's no tone to use! 
You’ll te r­ 
rify her," cried Miss Cornelia Indig­ 
nantly. 
T h e detective paid no a tte n ­ 
tion—his 
face 
had 
h ard en ed —he 
seemed 
every 
Inch 
the rem orseless 
sleuth-hound of the law. 
H e turned 
on Miss Cornelia for a m o m en t 
"W h ere wore you when this hap­ 
pened?” he said. 
"U p stairs In my room.” 
Miss Cor­ 
nelia's tones were Icy. 
"And you?” bndgerlngly, to Lizzie. 
"In my room." said the la tte r p e rt­ 
ly, "brushing Miss C ornelia’s hair." 
A nderson broke open the revolver 
and gave a sw ift glance at the bullet- 
cham bers. 
"One shot has been fired from this 
revolver I” 
Miss C ornelia sprang to her niece’s 
defense.__________ 


CLUCK! CLUCK! CLUCK! 


The time is near at hand when you will want Gristo 
Starting Mash for your little chicks; Rolled Oats, Oat 
Groats, Chick Developer. 
Buttermilk Feeds of all kinds 
in 8/4, 25, 50 and 100 pound packages. 
Samples of 
these feeds are on display at ail the stores. If you have a 
cow double her milk flow by feeding Grist 24 per cent. 


Scot! County Milling Co., Sikeston, Mo. 


“ I fired it myself, this afternoon," 
she said. 
T h e detective 
regarded 
her 
with 
grudging adm iration. 
“ You’re a quick thinker," he said— 
w ith obvious unbelief In his voice. H e 
p u t the revolver dow n on the table. 
Miss Cornelia followed up her a d ­ 
vantage. 
“ I dem and th at you get the coroner 
here,” she said. 
"D octor Wells Is the coroner.” of­ 
fered Lizzie eagerly. Anderson brushed 
th e ir suggestions aside. 
“ I’m going to ask you some ques­ 
tio n s!” he said menacingly to Dale. 
B ut Miss Cornelia stuck to her guns. 
Dale was not going to be bullied Into 
any sort of confession, true or false, 
If she could help It—and from the 
way th a t the girl’s eyes returned with 
fascinated horror to the ghastly heap 
on the floor that had been Fleming, 
she knew that she w as on the edge 
of violent hysteria. 
"Do you mind covering that body 
first?” she said crisply. 
The detective 
eyed her for a m om ent In a ra th e r 
ugly 
fashion—then 
grunted, 
u n g ra­ 
ciously, and, taking Flem ing’s raincoat 
from the chair, threw It over the body. 
D ale’s eyes telegraphed her au nt a 
silent message of gratitude. 
"N ow —shall 
I 
telephone for 
the 
coroner?” 
persisted 
Miss 
Cornelia. 
T he detective obviously resented her 
Interference with his methods—but he 
could not well refuse such a custom ­ 
ary request. 
“ I’ll do It,” he said, with a snort, 
going 
over 
to 
the 
city 
telephone. 
" W h a t’s his number?*' 
“ H e’s not at his office— he’s a t the 
Joh nso n’s.’’ m urm ured Dale, 
Miss Cornelia 
took the telephone 
from Anderson's hands. 
“ I’ll get the Johnsons.” Mr. A nder­ 
son.” she said firmly. 
The detective 
seem ed about to rebuke her. Then his 
m ann er recovered some of Us form er 
suavity. 
He 
relinquished 
the 
tele­ 
phone and turned 
back toward his 
prey. 
“ Now. 
w hat 
w as 
Fleming 
doing 
here?” he asked 
Dale In a gentler 
voice. 
Should she tell him the tru th? 
No 
—Jac k Bailey’s safety was too Inex­ 
tricably bound up with the whole sin­ 
ister business. 
She must lie—and lie 
ag a in —while there was any chance of 
a lie’s being believed. 
“ I don’t know,” she said weakly, 
tryin g to avoid the detective’s eyes. 
Anderson took thought. 
“ Well, I'll ask th a t question another 
way,” he said. 
“ How did he get into 
the house?" 
Dale brightened— no need for a He 
here. 
"H e had a key.” 
"K ey to w hat door?" 
“T h at door over there." 
Dale indi­ 
cated the terrace door of the alcove. 
T he detective was about to ask a n ­ 
o ther question—then he paused. Miss 
Cornelia was talking on the phone. 
"H ello— is that- .Yhv Jolm son’s resi­ 
dence? Is Doctor Wells there? 
No?” 
H er expression was puzzled. "Oh— all 
right— thank y o u -g o o d night— ” She 
rang ofT. and hung up the phone. 
M eanw hile Anderson had been lie 
toning— but thinking a s 
well. 
Dale 
saw his sharp glance travel over to 
the fireplace—rest for a moment, with 
an air of discovery, on the fragm ents 
of the roll of blueprints th at rem ained 
unburned among 
the 
ashes— return. 
She shut her eyes for a moment, tr y ­ 
ing tensely to summon every atom of 
shrew d ness she possessed to aid her. 
H e 
was 
hamm ering 
at 
her 
with 
questions again. 
“ W hen did you ta k e th a t revolver 
out of the table d raw e r?” 


"W hen I heard him outside on the 
terrace," 
said 
Dale 
prom ptly 
and 
truthfully. 
“ I was frightened.” 
Lizzie tiptoed over to Miss Cornelia. 
“ You wanted a d etec tiv e !” she said 
In an ironic whisper. “I hope you’re 
happy now you’ve got one I” 
Miss Cornelia gave her a look th a t 
sen t her scuttling back to her form er 
post by the door. But nevertheless, in ­ 
ternally, she felt thoroughly In accord 
with Lizzie. 
Again Anderson’s questions pounded 
at th e rigid Dale—striv in g to pierce 
her arm o r of mingled tru th and false­ 
hood. 
“ W hen Fleming caiue In, w hat did 
he say to you?” 
" J u s t—something about the weath- 


said 
Dale w e a tty . 
T he w hols 
scene w as still too horribly vivid be­ 
fo re her eyes for h e r to furulsh a 
m ore convincing alibi. 
“ You haven't had any q uarrels w ith 
him ?” 
D ale hesitated. 
"N o.” 
" l i e Just came In th a t door—said 
•ornething about the w eath er— and w as 
•h o t from that staircase. Is that it?” 
said the detective In tones of u tter in­ 
credulity. 
D ale hesitated again. 
T h us baldly 
put, her story seem ed too ttmsy for 
w ords— she could not even blame An­ 
derson for disbelieving i t And yet— 
w h at o ther story could she tell th a t 
would not bring ruin on Jac k ? 
H e r face whitened. 
She put her 
hand on the back o f a chair for su p ­ 
port. 
"Y es— th a t’s It,” sh e said, at last, 
an d sw ayed where sh e stood. 
Again Miss C ornelia tried to come 
to the rescue. 
"A re all these q uestions necessary?*’ 
•h e queried sharply. “ You can ’t for a 
m om ent believe thut Miss Ogden shot 
th a t man !” 
But by now, though she 
did not show It, she, too, began to re­ 
alize the strength of the appalling net 
of circum stances th a t drew with each 
m inu te tighter aro u n d the unhappy 
girl. 
D ale gratefully seized the mo­ 
m en tary respite and san k into a chair. 
®ha detective looked a t bar. 


Important 
Announcement 


to every owner of a 
Model T Ford 


ON MAY 25, 1927, when Henry Ford first announced hb 
plans for making a new car, he announced also that he would 
continue to make parts for the Model T Ford. H e said: 


"The Model T Ford car was a pioneer. It blazed the 
way for the motor industry and started the movement for 
good roads everywhere. It broke down the barriers of 
distance in rural sections, brought people in these sections 
closer together, and placed education within the reach of 
everyone. W e are still proud of the Model T Ford. If we 
were not, we would not have continued to make it so long.” 


For twenty years, the Model T Ford led the automobile 
industry and it still serves more people than any other auto* 
mobile. Over one-third of all the automobiles in use today 
are Model T Fords — an indication of the sturdy worth 
of the car and its value to people in all walks of life the 
world over. 


The Ford Motor Company will continue to make re­ 
placement parts for these cars "until the last Model T is 
off the road." That is a part of Ford service. That is what 
Henry Ford meant when he said: "We believe that when a 
ljian buys one of our cars we should keep it running for 
him as long as we can and at the lowest up-keep cost.” 


Because of this policy a considerable part of the Ford 
manufacturing plants is given over to the making of part# 
for the Model T Ford. These replacement parts are made 
of the same material and in the same way as those from 
which your car was originally assembled. 


Make it a point, therefore, to see the nearest Ford dealer 
and have him look over your Model T Ford. You may find 
that a very small expenditure will enable you to get thou­ 
sands of miles of additional service, and at the same time 
protect the money you have invested in your car* 


F o r d M o t o r C o m p a n y 


Detroit, Michigan 


Scott County Motor Company 
Sales 


Malone Ave.— Phone 258 
S(‘rvice 


Sikeston 


M O R E “C A V A L R Y ’’ F A R M E R S 
F O R T H E SOI | H 


“ S am Jo h n s o n ” , a f a r m e r c h a r a c ­ 


te r q uo ted in a recen t issue of “ P ro ­ 


g ressiv e 
F a r m e r ”, 
a 
well 
know n 
S o u th e rn 
A g ric u ltu ra l jo u rn al, 
has 
issued a call 
fo r 
m o re 
“ cavalry*' 
fa r m e r recru its. 
“ W e w ant a w hole 
a rm y of S o u th e rn F a r m e r s 
to quit 
w a lk in g behind one h o rse or m ule anti 
d a r t 
rid in g behind tw o, 
th re e 
or 
f o u r ”, sa y s S am . 
“ A nd I o u gh t 
to 
know w hat 
I’m ta lk in g about, 
too, 
fo r 1 used to w alk tw e n ty m ites 
in 
c u ltiv a tin g one a c re of corn o r c o t­ 
ton. 
N ow I ride te n m iles o r 
less 
and do b e tte r w o rk -lo ts b e tt e r ”, 
A ty p ical cost re c o rd of corn culti 
v a tin g co sts kept b y a cou nty a g e n t 
in a S o u th e rn S ta te sh o w s th a t 
it 
cost $42.50 for one cu ltiv atio n o f 
a 
fifteen acre field w h en one horse and 
six-inch shovel on sco o ter stock h o ­ 
used. 
W hen 
a 
new one-row rid in g 
c u ltiv a to r w as u sed in place of 
th e 
one h orse outfit, th e cost o f c u ltiv a t­ 
ing th e fifteen a c re s w as reduced to 


811 and a b e tte r job w as done. 
A n \ 1 W 
H VRROW 
A la b a m a f a r m e r sav ed $1,050.35 
in 
w ages in one seaso n on .’UK) 
acres of 
co tton by u sin g tw o 
h o rse 
riding 
c u ltiv a to rs in 
place 
o f 
one 
ho rsi 
w alk in g ou tfits. 


S U B D U E S 
()1 U K 
till \s s 


ua k gra> 


H orse I'< p i l l a t i m i Dec ines in 
U>27 


models 
of sp rin g 
to oth 


h a rr o w s have been b r o ’t 


out by farm m ach in ery m a n u fa e tu r- 
t.r la tc h wVdch have py toven 100 per 
cent efficien* in de stro y in g s tubborn 
fields of qu a k g r a s s which had h ith ­ 
ert o resisted all effo rts to sub du e the 
pest. 
T h e ex p erien ce of E. J. 
Freeland, 
th e 
de- an Indiana farn v-r with one of 
the 
604,000, im proved 
quac k 
g r a s s 
h a rr o w s 
is 
685,000 intere stin g, sa y- the 
Research 
De­ 
an 
in- p a r t m e n t . 
Mr. Fie elaml had a field 
which has been ove rrun with quack 
an nua lly g i a s s a< long as he can rem em b er, 
reduce lab o r U ntil a few y e a r s ago an effort w as 
the decline in h o r s e 'm a d e each season to plant a crop 
in 
as mor e 
th a n this field hu t a f t e r several fruitle ss 


A f u r th e r d ec re a se in the n u m b e r 


o f ho rses on fa r m s 
in 
the 
U nited 


S ta te s d u rin g 11*27 is re p o rte d by the 
D e p a rtm e n t of A g ric u ltu re , 
crease bein g e s tim a te d 
at 
c tn p a r od w ith a d ec re a se o 
in 11*20. 
The value show ed 
crease of fo u r p e r cen t. 
The A m e ric an f a r m e r is 
u sin g m ore p o w er 
to 
co sts in sp ite of 
population, how evei 
150,000 tr a c to r s w ere p u t into use <>n 
I 
S fa r m s in 1026 
while 
p re lim i­ 
n a ry e s tia m te s fo r 11*27 ind icate 
a 
still f u r th e r increase 
in n u m b er 
of 
tr a c to r 
p u rc h a se s. 
T ra c to r 
prices 


a tte m p ts th e field w as su ren d e red to 
the quack. 
Last su m m er Mr. F re e ­ 
land a tta c k e d the field w ith a 
new 
q u a c k g r a s s hat row and 
co m p letely 
elim in ated th e 
g ra s s y 
pest 
from 
and econom y o f o p e ra tio n h av e c re a t-1 th e field. 
T his y e a r fo r an y th in g ex- 
od new low reco rd s in th ese y e a rs . 
k e p t for “ p a y in g tax es on”. 
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T U E S D A Y S A N D F R I D A Y S 


How to Play 
BRIDGE 


Scries ¡927*28 by 
Wynne Fergu so n 


A uthor of *P|lAOTlCAL A U C T IO N BRIDGE* 


A R T IC L E NO. 34 


" W h a t is the 
squeeze 
p l a y ? ” 
is 


one of the questions that seem s 
to 


bother most auction players, so a little 


able to force discards. 
I f one or more 
opponents is obliged to discard win- 


S ninjr cards, such a play is called 
a 
I squeeze; that is. the winning card or 
discussion of this play should be 
in- (.ari)s a re forced or squeezed from the 


te re s ting and instructive. 
opponents’ hands. 
The best 
w ay 
to 


The squeeze play 
comes 
up 
very 
tudy the squeeze play, however, is by 


frequ en tly in hands where a player is exam p les: 
Exampb No. 1 
H earts— A, Q 


Clubs— 6 
Diamonds 
none 


Sp ad es— A, 4 


of spades. 
Z should then lead 
the 
six of diam onds which A m u st 
win 


with the ten of diamonds, Y discard ­ 
ing the two of hearts. 
Y -Z m ust now 
make th re e more trick s. 
T h ird : 
Suppose at 
trick 
two 
A 
discards the two o f spades. 
Y wins 


the trick with the seven o f h earts. Y 
should then lead the nine 
o f 
spades 
which B m u st win, Z d iscard in g 
the 
two o f clubs. 
W h atev er B now leads, 
Y -Z must win four more trick s. 
In all three cases, th e re fo re , 
Y -Z 


win live tric k s a g a in st any defen se. 


C O M B I N E U S E D ON G E O . 
W A S H IN G T O N ’S F A R M 


Need Not Plant P e e r Seed 


H e a rts— K . 5 
Clubs— P. 8, 5 
Diam onds 
none 
Spades 
none 


Y 


Z 


H e a rts— I. 1 0 


Clubs— 4 
Diamonds— none 


Spades- 
Q, .1 


H earts— none 
Clubs— A. 
10, 7 


Diamonds —none 


Spades— P. 7 


T h e re are no trum ps and Z is in 
the J trick with the ace of spades, leads the 


lead. 
Horn' c a n Y -Z play the hand so la c e and queen o f h earts and then 
a 
th a t they wall 
win all o f the trick s du b, thus w inning all of the tricks, 
against any d efen se? 
Z should lead! 
It is apparen t, therefore, th at 
no 


the seven of spades. 
A is forced 
to j (flatter what card A discards on the 
discard. 
If he discards a club Y wins spade lead, he is forced to lose a trick, 


the trick with the ace 
of 
spades. This forcin g of discards is the 
so- 
leads the ace o f hearts and 
then 
a 
ailed -queeze play. 
Here is another 
club, thus w inning all of the tricks. ( xam ple, in which both opponents are 


I f A discards a heart, 
Y 
wins 
the forced to discard w inning card s: 
E xam p le 
No. 2 


H e a rts- -none 
Clubs— A. K. 2 
Diam onds— 10 


Spade 
H earts— 10 


Clubs— 9, 7, 3 
Diam onds— none 


Sp ad es— J , 10 


H e a its — 9 


Clubs— 8, 0 
Diamonds— none 


Spades— A. Q, 7 


*f h e a its will be good, so he is fo rc ­ 
'd to discard the three of clubs. 
Z 
tow lead? the six o f clubs 
and 
Y ’s 


hree clubs are go< d. thus w inning all 
>f the tricks. 
In this exam ple, both 


hand with the 
king. He should 
! A and B are forced to discard clubs, 
ad the fo u r 
of spades front 
Y ’s thus enablin g Y to 
m ake 
his 
club 


winning the trick in Z ’s h an d!su it. 


H earts— none 
C lubs— Q, J , 10 
1 Hamonds- Q 
Sp ad es— 9, 8 


-K. 4 


Y 


A 
B 


Z 


Sp ad es a re trum ps and Z is in 
the 


i ad. 
How can Y-Z play the hand s< 


1 1 at they can win all o f 
th e 
tricks 
a g a in st any d e fe n se ? 
Z should lean 
t e seven *f spades, winning the trick 


in Y ‘ 
then 


ith th 
queen. 
A and B follow su it! 
W hen both opponents are thus forc- 


1 both 
f t h e - trick s. 
Z should b o w j to discard 
to 
th eir 
disadvantage, 


ad tf." ace of spades and A is fore- I both are squeezed out of a tr ic k — the 


to discard. 
He cannot discard the so-called double squeeze. 
ieen o f diamonds or Y ’s ten o f dia- j 
Here is a problem hand where 
the 
ends will be good; so he is forced i double squeeze is possible. 
T h in k it 
discard the ten of clubs. 
Y should; over carefu lly and try to 
play 
the 
iw discard th e ten of diamonds. 
B ,! hand so that both A and 
B will 
be 
now 


scard 
ten 


discard, 


>f hearts 


He cannot I forced to discard to their disadvant- 


or Z ’s nine a g e : 
Problem No. 36 


H earts— A, J , 9, 7, 6 
Clubs— 8, 7 
Diam onds— A, 10, 9, 7, 3 


Sq ades— 9 


H e a r t s - K. It), 3 
< ¡ufoc; 
2 


Diam ond?— K, J , 8, 
B 


H e a rts — Q. 8, 5, l 
Club;— 0, 4 
D iam onds— Q, 6, 5 


Sp ad es— Q. J , 10, 6 
H e a rts — 2 


C lu b s— A, K. Q, .J. 10, 5, 3 
Diamonds— 1 


Spades— A , K, 8, 4 


C lubs— are trum ps and Z is playing the hand. 
If A leads the nine 
o f 
clubs, how <an Z play the hand so th a t he will win all o f the trick s ag ain st 


any d efen se? 
A n sw er to Problem No. 34 
v 
H e trts — A, K. Q, . . , 5 
Clubs— A, 
10, 9, 8, 6 
Diamond»— none 
Sp ad es— A , 5, 4 


L ubber gam e. 
Sco re: 
Y -Z 16, 
A - B ! however, should be made. 
T h e four 


Z dealt ami bid one spade, A bid 


B 
Z 


th ree diamond- and Y bid three ¡»pad* 


* . 
What should B now Did ? 
Th ere 


are a number o f bids that 15 
should 


consider in this hand. He ran bid four 
clubs, four h earts, 
four 
diamonds, 


th ree no-trum p o r double three spad- 
e . 
It is very seldom, indeed, th at a 


player has so inasy possible bids. The 
object of bidding four clubs is to be 


able to shift to foui hearts if the four 
club i 
doubled. N either o f these bids, course. 


A nsw er to Problem No. 
H e a r ts —8, 7. 2 


C lubs— 10, 4, 3 
1 riamonds— none 


Spades— 9, 6, 5 


diamond bid, also, is unsound. 
T h ere 
is no g u aran tee th a t A -B can 
m ake 
fo u r odd in any of th eir th ree suits. 
Phe th ree no-trum p also is a doubt­ 


ful proposition with only one stopper 
in the spade suit and no diamosds. T h e 
only sound th in g to do is 
to 
double 


three spades. 
S u ch a double is sure 


t o su< ceed. while any of the possible 
bids are doubtful. 
T o win at 
A uction alw ays choose 
the ^u 1 c rath er than 
the 
doubtful 


H eart s— none 


Clubs 
9 , 6 , 5 
Diamonds 
10, 4, 


S ¡rades - 8, 7, 2 
3 


Y 
A 
B 


Z 


H e a rts 
9, 6, 5 
('lubs 
none 
Diamonds 
8, 7, 2 


S p a d es— 10, 4, 3 
H earts— 10, 4, 3 
Clubs— 8, 7, 2 
Diam onds— 9, 6, 5 
Spades 
none 


T h e re are no trum ps and Z is in the trick with 
tic* 
seven 
of hearts. 
Y 
1< ad. 
How can Y Z win five of 
the should then lead the five of spades 
nine trick 
a g a is -t any d efe n se ? 
Z which A should win with the seven, Z 
should lead the live of diamonds. 
A discarding the fo u r of h earts. 
Now 
should play 
th e three 
of 
diamonds 
(not the t e n ) . 
Y should dicard the 
th ree of clubs (no other 
discard 
is 


t o n e d ) and B should win the trick 
w u h the seven o f diamonds. 
<B m ust 


1 't play th e tw o of diamonds.) 
B ’s 
h* 
‘ lead 
is 
th e 
five 
o f hearts. 
Z 
should play tht three of h earts and A 


m ust discard. 


F ir s t : 
Suppose at trick two, A dis­ 


card- the five o f clubs. 
Y wins 
the 


w hatever A leads, Y-Z m ust win four- 
more tricks. 


Seconds: Suppose at trick tw o, 
A 


discard» the four of diamonds. Y wins 
• the trick with the seven of hearts. Y 
i should then lead the five 
of 
spades 


¡w hich A 
should win w-ith the seven) 
of spades. Z discardin g the four 
o f I 
hearts 
A ’s best lead is then the five 


of clubs which Z should win w ith the 
saves of clubs, B discarding the four 


P o o r seed is no longer a sound e x ­ 
cuse fo r crop 
failures 
in 
Missouri. 
Any fa r m e r m ay easily learn before 
planting w hether his 
home 
grown 


seed is good, whether the sam pled lot 
which he proposes to buy is fit 
to 


plant, or where he can get good seed. 


The seed testin g laboratory a t 
the 


M issour College of A g ricu ltu re tests 
free o f ch a rg e about 
5000 
lots 
of 
seed a y e a r for 
Missouri 
farm ers, 
and in about one-fourth o f these eas­ 
es the te sts have saved the farm er 


from serious losses that would 
have 


followed the use of poor seed. 


R o ta ry Hoe Is New 
Farm T o o l 


A com bined h a rv ester-th resh er, 
a 


m ach in e which cu ts and th reshes the 
grain in one operation, was used last 


su m m e r on a farm in V irg in ia o rig i­ 


nally surveyed and owned by G eorge 


W a sh in g to n , 
The machine w as used 


w ith g r e a t success to harwest 
120 


a cres o f w heat and a larg e a cre a g e 
of soy bean s during its first 
season 
on th is fa rm with a large saving 
in 
the co st o f harvesting. 


A new farm tool for reducing the 
tim e and labor required fo r cultiv a­ 
tion of soybeans, corn, cotton, pota- 


:oes, mint and practically every oth­ 
er farm crop is the ro ta ry hoe. 
The 
“hoe” con sists of a 
series 
of prong 


shaped wheels which revolve as 
the 


hoe is pulled along, each pprong 
in 
turn lig h tly spading up a small area 
of ground, pulling out sm all 
weeds 


and b reak in g up soil crust. 
T h e hoe- 


are made in widths from seven to 11 
ieet. handling two or three standard 
rop rows at each trip throu gh 
the 


field. 
W ith this tool, one m an and a 
team can cultivate two or th ree rows 
it a time. 
When u^ed w-ith a tracto r, 


two or more hoes are hitched behind 


the iron horse. 
W ith the rotary hoe. no attention 


need be paid to following the row, as 


-he “ h o es” do not pull up the deep- 


11 rooted crop plants, in ju rin g noth­ 


ing but the small weeds. 
It seem s to 
be the only tool th a t can su ccessfu l­ 
ly 
cu ltiv ate 
soybeans 
which 
are 


bro ad cast or drilled, 
-ay s 
the 
Re­ 
search 
D ep artm ent. 
O rig in ally 
used 


by a group of Indiana fa r m e r s, 
the 
use of the rotary 
hoe 
is 
spreading 


like 
wild lire to other sta te s 
when* 


row cropps are grown. 


T h e Stan d ard , $1.50 per year. 


C H O O S E TOM \ T O E S F O R W I L T 


Choose w ilt-resistan t v arieties 
of 


to m a to e s to reduce d isease losses in 
both 
the 
garden 
and 
com m ercial 


plantings, counsel- J . T. Quinn o f the 
M issouri College of A gricu ltu re. T o ­ 


m ato wilt, often refered to as blight, 
is com m on in Missouri and is one of 
• hi 
m ost troublesom e v egetable 
di­ 
seases for the home g ard n er and for 
the tru ck fa rm er. 
In m any com m u ­ 
nities, the soil has become so thor- 
ughly infected with the w ilt-cau sin g 
org an ism th a t it is alm ost impossible 
to produce a crop of tom atoes from 


i he com m only used com m ercial 
v a ­ 


rieties. 
* 
T h e d isease attack s tom ato plants 


in all sta g e s of development. 
V ery 
o ften seedlin gs that are planted 
in 
con tam in ated soil in the seed bed do 
not show sig n s of the 
disease until 
th ey have been transplanted to 
the 
teld. 
T h e fu n g u s 
cau sin g 
tom ato 


w ill lives from year to y ear in 
the 
-oil and a tta ck s the plants throu gh 


N otice o f School 
Election 


N otice of C ity E lection 


N otice is hereby given th a t the r e g ­ 
ular C ity Election will be held in the 
City of Sik eston, M issouri, on T u e s ­ 
day, A pril 
3rd, 
1928. 
T h e 
polling 
places fo r said City E lectio n in each 
of the w ard s of said C ity w-ill he. a? 
follow s: 
Sard No. 1— at C ity Hall. 
W ard No. 2— at B o y e r ’s G arag e. 
W ard No. 3— at the F ord G arag e. 
W ard N o, 4— at the office o f Leslie 


Lum ber Co. 


A t said election th ere 
a re 
to 
be 
elected the follow ing officers: 
A M ayor, C ity M arsh al, A ttorney, 
Police Ju d g e , and C ity C ollector, and 
one C ouncilm an in each of the 
four 
wards o f the said City of Sik eston. 
T h e polls will be open fo r receiving 
votes continuously from six o’clock in 
the forenoon until seven o’clock in the 
a ftern oon , upon the a fo resaid T u e s­ 
day, A pril 3rd, 1928. 
Done by Order o f the C ity Council 
o f the C ity o f Sik eston, th is 5th day 
of M arch, 1928. 
P. H. S T E V E N S O N , 
C ity Clerk. 


In accordance with the L aw s 
of 
M issouri, notice is hereby given 
to 
the qualified voters of S ik esto n , M is­ 
souri, School D istrict, which is S co tt 
C ou n ty School District No. 54, 
that 
the 
re g u la r 
annual 
Sch ool 
E lection 
will be held in said D istrict on T u e s ­ 
day. A pril 3rd, 1928. 
T h e polls fo r said election will 
be 
open in the four different wards 
of 
the C ity o f Sikeston from six o’clock 
in the forenoon until seven o’clock in 
the aftern o o n on said Tuesday, April 
3rd, 1928. 
T h e votin g places fo r 
said 
School 
E lectio n will be located, as follow s: 
1. 
F o r the first ward at the C ity 
Hall. 
2. 
F o r the second ward at B o y e r ’s 


G a ra g e. 
3. 
F o r the third ward at the Ford 
G a ra g e. 
4. 
F o r the fourth ward at the o f­ 
fice of Leslie Lumber Com pany. 
Said election is to be held fo r the 
follow ing purposes: 
1. 
T o elect two School 
D irecto rs 
fo r a period o f three years. 
2. 
T o vote on a proposition of in­ 
c re a sin g the tax fo r school purposes 
to $1.00 on each $100.00 assessed v a l­ 
uation in said School D istrict. 
3. 
To vote on 
a 
proposition 
of 
levyin g fo r building 
fund 
purposes 
fo r keeping buildings repaired 
and 
fu rnished the sum o f fo rty cen ts on 
each $100.00 assessed 
valuation 
of 
said School D istrict. 
Done by Order o f th e Board o f E d ­ 
ucation thi- 23rd d ay of 
F e b ru a ry , 
1928. 
R. F . B A I L E Y , 
S e cre ta ry Board o f E ducation. 
666 


is a p rescription fo r 
Colds, 
Grippe, 
Flu, 
Dengue 
. Billious Fever and Malaria. 
It kills th e g e rm s. 


Electric cookiog is 


Modern, Efficient, 


Convenient 
t nd 


Economical. 


A Credit to Your 
Home 


Building hardware for your new home that 
wi II be a credit to it and to you. 
From our 
complete stock you may choose patterns to 
meet your requirements. 
Priced to meet your 
pocketbook, 


PHONE 205 


Farmers Supply Co. 


Hardware Department 


the root 
sy stem . 
F o r this 
reason, 
sprays a re n ot effective and control 
can be m aintained only by p lan tin g 
varieties 
re sista n t 
to w ilt 
or 
by 
planting 
in ground known to be fre e 
fo this disease. 
W ilt a tta c k s are first indicated by 


the upward rolling o f the leaves fo l­ 
lowed by 
a 
gradu al yellow ing 
ami 
w ithering 
until the p lan t dies. 
B y 
cu ttin g th ro u g h the stem o f a d iseas­ 


ed plant in the advanced stag es, d is­ 
coloration in the form of a rin g can 
be found. 


Most seed houses a re now offerin g 
seed of such 
w ilt-r esista n t 
tom ato 


v arieties 
as 
M arglobe, N orton 
and 
M arvelosa. 
T h e M aqglobe is a larg e, 
red, solid m eated to m a to well suited 
to eith er home garden or com m ercial 


planting. T h e N orton is a w ilt-resist­ 
ant strain o f th e common mid-season 


variety, Stone. 
The M arvelosa is a 
larg e pink tom ato 
resem b lin g 
the 
Ponderosa and is well suited to 
the 
hom e garden. All a re medium to late 
varieties. 


Doubles Milk Profits in 31 Days 


Doubled milk 
profits, 31 days a f ­ 
ter join in g a cow te stin g association , 


is 
the 
exp erien ce 
of H. T . D eters, 


I Pike county dairym an, rep orts E. 
A. 
Hargadine, 
cou nty 
extension 
agent 


1 for the M issouri College of A g ricu l­ 


ture. 
On D ecem b er 1, 1927, D e te rs jo in ­ 
ed the Pike cou nty association, 
with 


his herd o f 13 cows. 
His h u tterfa t 


production cost the first months w as 
42 cen ts a pound. 
In Ja n u a r y , 
by 


feeding each cow a balanced ration in 


proportion to her production, the cost 
was reduced to 27 cen ts a pound, 
a 
difference o f 1' cents a pound. 
A c ­ 


cording to the report, this cost 
r e ­ 


duction m ore than doubled the 
milk 
profits. 


P aris green, it was discovered re­ 


cently, is effective in k illin g m alarial 
m osquito larvae in swamps. 
The B u ­ 
reau o f E n tom olog y 
of 
the 
United 
S ta te s 
D ep artm en t 
o f 
A gricu lture 


has found th a t P a ris green dust m ay 
be su ccessfu lly applied from the air 
by airp lan es. 
T h e dem and for 
the 
poison has been increased by this new 


use. 
’ 


VOTERS 
Attention Please! 


Due to the fact that the Southeast M is­ 


souri Lumberman’s Association has been 


in session and the E . C . Robinson Lum ­ 


ber Company rebuilding their lumber yard, 


taking up considerable of my time, I have 


been unable to make a house to house 


canvass to solicit your vote and support. 


B u t-— 
I Want Your Fote 


and am taking this method of soliciting 
your vote in my race for the office of mayor. 


Thanks, 
N. E. Fuchs 


TUESDAYS AND FRIDAYS 
THE SlKEStOM STANDARD 
FRIDAY MORNING, MARCH 30, *2* 


$325, 000, 000 FLOOD 
DILL PASSES SENATE 


The following telegram was receiv­ 
ed here late Wednesday : ♦ 
Washington, D. C., 
March 28, 19 28, 2:45 p . m. 
Harry Blanton 
Char. Scott Co. Dem. Comm. 
Sfeieston, Mo. 
Flood control 
bill 
p roviding 
for 
full government p ay ment just p ass­ 
ed Senate without dissenting vote. 
HARRY B. HAWKS 


Southeast Missouri should rejoice 
at the action of 
the 
United States 
Senate in p assing the revised Jones 
flood control bill Wednesday 
after­ 
noon authorizing the ex p enditure of 
$.126,000,000 from Government funds have met. 


G. B. GKEER FINDS AN 
89 -A’EAR-OLD NAMESAKE 
ON TRIP IN TENNESSEE 


“This is G. B. Greer sp eaking and 
I would like to see Mr. G. B. Greer 
p lease”, thus did Mr. Greer address 
the daughter of the man of the same 
name when he visited Camdon, Tenn. 
this week. 
The Mr. G. B. Greer of Camdon is 
a second cousin of 
the 
local 
Mi 
Greer, their fathers having been first 
cousins. 
About twenty -five y ears ago 
Mr 
Greer, of Sikeston, ex p lained, he had 
a friend who was a constable in New 
Madrid and this constable informed 
him of his 
namesake 
in 
Camdon 
Throy gh corresp ondence, then, 
the 
relationship was traced. 
This week 
was the first time that the two men 


for the harnessing of the lower Miss­ 
issip p i River. 
With a sp eed rarely 
if ever equalled by the body 
in 
measure of such magnitude, the bill 
was p assed after an hour’s discuss­ 
ion^ 70 to 0. 
The sp eed of the action fairly took 
the breath of the Senate. 
The mea­ 
sure had been worked on for weeks 
in Committee and when Senator Rob­ 
inson of Arkanssa p rop osed the sud­ 
den vote many thought it a hoax . 
Senati i Hawes of Missouri, 
who 
was instrumental in effecting a num 
ber of imp ortant changes in the orig­ 
inal Jones bill, favored the bill 
as 
modified. 
Action on flood control is y et to be 
taken in the House. 
A bill, known 
as the Reid bill, after Reid of Illinois, 
bad been drawn up in committee but 
bail not been p resented. 
The overwhelming vote in the Sen­ 
ate is in the face 
of the fact that 
President Coolidge 
is 
not satisfied 
with the Jones bill. 
The re-written Jones bill, as p ass­ 
ed by the Senate, recognizes the p rin­ 
cip al of local contributions as gener­ 
ally sound but adop ts the view 
that 
this p rincip al hsa already been com­ 
p iled by the Valley 
States 
through 
th* 
ex p enditure of $29 2,000,000 for 
p rotection against floods. 
The bill 
p rovides 
that 
all 
work 
carried on in flood p revention 
from 
now on shall be p rovided for by 
the 
Federal Government. 
It 
sets 
out, 
however, 
that 
local 
interests shall 
maintain the works after they have 
been constructed. 
Itdefines “main- 
tainanee” as normally "such matters 
as cutting grass, removal 
of weeds, 
local drainage and minor rep airs of 
main river levees”. 
The question of local contributions 
on the tributaries is left op en in the 
hill. 
The 
bill 
as 
p assed 
carries 
an 
amendment directing the corp s 
of 
Army engineers to submit 
to Con­ 
gress as soon as p racticable, a p roject 
for flo o d control on the tributaries. 


PAI I. DENMAN AND 
m ARG VRin 
HOLLOWAY 
MARRIED IN FLORIDA 


Married Sunday noon, at the Plant 
City Methodist p arsonage, by Rev. J. 
B. Rooney , Paul W. Denman and Miss 
Margaret Holloway . 
In attendance were members of the 
bride’s family , James 
A. Henderson 
and Miss Josep hine 
May s. 
Follow­ 
ing the ceremony Mr. and Mrs. Den­ 
man left for South 
Florida 
p oints, 
which 
they 
will 
visit for the nex t 
week or ten dy as. 
Mrs. Denman is a graduate of the 
Plant City High School, class of ’26. 
She is the y oungest daughter of Mrs. 
C'harlotte B. Holloway , and a member 
of one of 
the 
p ioneer 
families 
of 
Hillsborough county . 
She is a y oung 
woman of ex cep tional talent in the 
journalistic field, having been 
em­ 
p loy ed on the staff of The Courier for 
the p ast two y ears, following a bril­ 
liant record in conducting the Sp ok- 
eman, weekly school 
p ap er 
of 
the 
Plant City High School. 
Mr. Denman, eldest son of Mr. and 
Mrs. C. H. Denman of Sikeston, Mo., 
has been a highly valued member of 
the Plant City Courier staff for more 
than two y ears, up until his resigna­ 
tion a few weeks ago. 
Mr. Denman 
was born in Farmington, 
Mo. 
Fol­ 
lowing his graduation from the Sik­ 
eston Hiigh School, he attended Ohio 
Wesley an University for three y ears. 
He is a member of ('hi Phi, national 
social fraternity , Pi Delta 
Ep silon, 
national 
honoi ary 
journalistic fra­ 
ternity , and a Mason. 
Mr. Denman’s father has been for 
many y ears p ublisher of The Sikeston 
Herald. 
After their return 
Mr. and 
Mrs. 
Denman will reside in the residence 
of Mrs. Dorothy Wright, 710 
West 
Baker Street. 
The marriage of Mr. and Mrs. Den­ 
man comes as no surp rise to many of 
their friends, who have been p rep ar­ 
ed for the announcement 
for 
some 
time. 
Theirs is the culmination 
of 
the second romance, involving mem­ 
bers of The Courier family , 
within 
four months. 
Journalism is indeed a 
romantic 
p rofession.—Plant 
City 
Courier. 


“Mr. Greer of Camdon is nearly 89 
y ears old”, it was related, “he reads 
without glasses and has a keen, clear 
mind and a fine memory 
for names 
and dates. 
He is a local Mehtodist 
p reacher, but has not p reached reg­ 
ularly for several y ears. 
He 
was 
wounded in the legs during the Civil 
War and walks with two canes from 
the effects of the wounds now. 
He 
was a Confederate soldier and serv­ 
ed the duration of the war”. 
The G. B. stands for Green Berry 
and is an old family 
name 
in 
thr 
Greer family . 
Mr. Greer of Sikes­ 
ton has, besides his second cousin, 
a 
grandson (son of Moore Greer) 
Vy 
the name of Green Berry and 
also 
his grandfather’s name 
was 
Green 
Berry . 


IT OCCURRED TO ME 


Believe it or not, but 
the 
Men’s 
('lass at the Methodist 
church 
al­ 
way s sings the third verse of a four 
verse hy mn. 
This is contrary to the 
usual p ractice in many churches. 
One of the ad vs tells us when one 
of those most embarrassing moments 
occurs, to be nonchalant, and light a 
certain cigarette. 
What I want to 
know is, how can y ou light it 
when 
the lighter fails to work. 
Certainly 
that in itself is most embarrassing. 
Who is wiliing to adop t 
such 
a 
p latform as this. 
The 
full 
dinner 
p ail, 
cheap er 
gasoline, 
the 
p oor 
fioor working girls, 
reduced 
p ay ­ 
ments and p ay twice a day . 
Did y ou see Hula? 
Which 
brings to mind the story 
about the traveling men 
who were 
fitting al>out the lobby after sup p er. 
One had been to Alaska during 
the 
tush, another had been in China dur- 
irg the Box er troubles, another had 
served with the British in the 
Boer 
War in South Africa, and so on. 
A 
juiet little man sat back and did not 
join in the conversation. 
When he 
was urged to tell where he had been, 
he said, “Did any of y ou ever have 
the delerium tremons?” 
They 
all 
p rotested their p urity . 
He answer- 
, “ Well, y ou 
ain’t 
been nowhere 
and y ou ain’t seen nothin’. ” 
And so the fond mother killed 
her 
>nly daughter. 


RIDES WITH LINDY 


Miss Catherine Blanton, daughter 
of the editor and secretary to Con­ 
gressman William 
L. Nelson, 
was 
among those who made flights with 
Lindbergh Friday afternoon at Wash­ 
ington. 
In describing the trip , Miss 
Blanton said that she did not get 
a 
thrill out of the trip because she had 
l>een up before, but that it was quite 
a thrill to ride with Lindy . 
She sat 
directly 
behind 
him 
during 
the 
flight, which was made in one of the 
Ford Navy p lanes. 


COUPLE MARRIED HERE 


CONTR AC T FOR HIGHWAY 61 
| LOCAL 
PARTY 
VISITS 
TO BE LET APRIL 20 
TRUCK DISTRICTS AND 
MUSCLE SHOALS PLANT 
The contract for Highway 61 will 
be in the Ap ril 20 lettings, it was of­ 
ficially announced 
this 
wreek. 
The 
stretch between Sikeston 
and 
New 
Madrid is to be let in five mile p ro­ 
jects so as to sp eed up the work. All 
work is ex p ected to be comp leted by 
bad weather. 
There are still a few minor 
mat­ 
ters to be cleared up , but the State 
has secured the entire right-of-way 
between here and Newf Madrid and 
ony a slight legal matter 
is 
to be 
settled before all right-of-way claims 
will have been settled, the ease has 
been set for early in Ap rif and will 
be through by 
the 
twentieth it 
is 
thought. 
It is also p rop osed to 
grade 
the 
stretch on the same highw'ay 
from 
Newr Madrid 
to 
Portageville 
this 
y ear, but the p avement will not 
be 
laid in 19 28 because of the necessity 
of allowing the heavy fills to 
settle 
p rop erly . 


IS QUALIFIED 


W. E. 
(“Cousin 
Ed”) 
Ilollings- 
w'orth, candidate for City 
Collector, 
is of a p ioneer family in this 
com­ 
munity . 
Cousin Ed seems 
qualified 
for the office in that he is a graduate 
of a business course, 
the 
Phoenix 
Academy and Business 
College 
of 
Phoenix , Ariz., and has 
had 
much 
ex p erience in 
keep ing 
books. 
For 
seven y ears he was bookkeep er 
for 
the old Farmers 
Sup p ly 
Comp any , 
when 
it 
was 
owned by C. I). Mat­ 
thews, Sr. 
Following the division of 
the firm, he was elected manager of 
the Farmers’ Sup p ly Dry Goods Co. 
md served is that cap acity for nine 
months. 


CITY ELECTION 
TUESDAY 


Indications are that 
a light 
vote 
will be cast here Tuesday in the City 
lection unless at the last minute 
a 
‘dark horse” p op s out for 
some 
of 
the offices. 
Interest has been shown 
in the two three-cornered races—that 
for collector and for Police Judge, but 
little has been shown for many of the 
other offices. 
The alderman race is 
p redicted 
to be close 
in one of the 
wards, but not much comp etition is 
ex p ected in the others. 


G. B. Greer, Frank Van Horne, W. 
H. Sikes and Moore Greer returned 
Wednesday night from 
a 
9 50-mile 
trip through 
the 
truck 
gardening 
district of Tennessee and to Muscle 
Shoals, Ala. 
The men left Sikeston 
early Monday morning and saw 
in 
their three-day jaunt, many acres of 
truck stuff in the Tennessee district 
which was successful last y ear and in 
addition visited 
the huge 
govern- 
nitrate and p ower p lant 
at Muscle 
Shoals. 
leaving here about 6:00 o’clock, the 
p arty crossed the river at Hickman 
and drove to the truck district around 
Martin and Greenfield, Tenn. 
There 
they sawr about 400 acres of string- 
less beans which were to be p lanted 
in addition to much tomatoes, 
cab­ 
bage and sweet p otatoes. 
The p lant­ 
ing is not in full sw'injr y et, accord­ 
ing to Mr. Van Horne, but p rep ara­ 
tions are being made 
rap idly 
for 
heavy p lanting. 
McKonsie, Camdon 
ami Dix on were also visited on 
the 
first day of the trip , the first night 
being sp ent at Dix on. 
Tuesday , Waimboro, Tenn., Flor- 
Gu]f c#a8t Kceived the thirii 
ap . 


ence and Muscle Shoals. Ala. 
were i p ointment to the United States Mili- 
visited. 
The magnitude of the giant tary Academy , West Point, last week, 
p lant can hardly be realized even by j when Hatold M. 
Pitman, 
2K, 
( 
looking at it, Mr. Greet 
said. 
The J Comp any , was notified by the War 
government has sp ent between 
1501 Dep aitment that Rep resentative Pul- 
and 200 
millions 
of 
dollars 
here. | bright of Missouri had recommended 
Power from the p lant is sold to the him. 
Alabama Power and Light Comp any 
Pitman, whose home is in Sikeston, 
for two mills p er kilowatt and in turn Missouri, entered 
G. ( . M. A. last 
is sold for ter. 
cents. 
The 
govern- Sep tember and lost no time 
in get- 
J 
ment gets about $100,000 p er month ting ofl at a last stait in all p hases 
of school work, p articularly military .; 
Recently he was designated to rep ­ 
resent his comp any 
in 
individual 


ALL TH IS M O NTH 
Buy Ca nned Fo o ds 
o f Qua lity 


l o o k rom 
t h i s u a n 
ASK FOR 
OUR BRAND 
î 
Fox 
Radio 
Golden Drip 


YOUR GROCER HAS THEM 


D IS T R IB U T E D BY 
M cKNIGHT-KEATON GRO. CO. 
I 


PITM AN 
APPOINTED 
TO 
WEST 
POINT 
The D. A. R. will have their regu- 
ll/s. Robert Crowe of Little Rock, 
lar meeting at the 
home 
of 
Mrs. Ark., is visiting 
her 
mother, 
Mrs. 
Laura Smith, Sautrday , Ap ril 14, in- Reevie Smith, 
stead of Ap ril 7th. 
Mrs. Prude Step henson, 
negro, of 
Mrs. Ly man Bowman, who under- New Madrid, died there 
Wednesday 
went a major op eration in the Bap - and was buried at the ngero 
ceme- 
tist sanatarium in St. Louis, Tuesday , tery there, Thursday . 
She was 
the 
is doing well, according to the latest aunt 
of 
Mrs. Ix dia Henderson 
of 
rep orts from her bedside. 
(Sikeston, who attended the funeral. 


COUNCIL TO MEET 


The rutilar monthly 
meeting 
of 
he City Council will be held at 
the 
' ity Hall Monday night. 
The mat­ 
er of Malone Avenue 
and 
Kings- 
highway are ex p ected to be discuss­ 
ed aside from the 
routine 
business 
f the Chamber. 


^\lrs. L. M. Stallcup is entertaining 
this 
afternoon 
(Thursday ) 
with 
bridge. 


E. B. Wilson, Jr., 
of 
St. Peters­ 
burg, Fla., is visiting in Sikeston. Mr. 
Wilson is on a tour of several states 
for the 
Wilson-Chase 
Dep artment 
Store Comp any 
of St. 
Petersburg, 
with a view of locating a 
store 
in 
this section of the country . 


The Standard, $1.50 p er y ear. 


Ilulen Hawkins, son of 
Mr. 
and 
Mrs. George Hawkins and Miss Mar­ 
garet 
Matthews, 
daughter 
of Mr. 
and Mrs. Charles Matthews of 
near 
Sikeston were maried here Wednes­ 
day evening by the Rev. S. P. Brite. 
Only a few close frineds and relatives 
were p resent. 


CARD OF 
APPRECIATION 


We wish to thank our many friends 
and neighbors for the kindness and 
help offered during the recent op er­ 
ation and confinement of Mr. Ingram. 
Esp ecially 
those 
who 
were 
kind 
enough to visit or call. 
Mr. Ingram 
is now at home and ex p ects 
to 
be 
back at his work shortly . 
Mr. and Mrs. Bert Ingram. 


n B u s Deal Closed 


Grey hound Busses have been 
run­ 
ning 
over 
the 
Memp his-St. Louis 
route for some time. 
The old buss­ 
es of the Southeast Missouri Transit 
Comp any will be taken off by the new 
owners shortly and all 
Grey hounds 
and Purp le Swans will be 
op erated. 
The deal by which the Southeast Mis­ 
souri Transit Comp any became a p art 
of the Grey hound organization 
has 
been p ending several months anti 
is 
y et to be worked out but the trans­ 
action is now certain. 


S P E C I A L 


Genuine 13-Plate 
Ford Battery 
Now 
$1 0.00 


AND YOUR OLD DATTERY 


Will Fit All Makes of Cars 


Phone 256 


Scott County Motor 
Company 
A “ lord” Groves Ford Shop 


for rent, according to the guide. The 
nitrate p lants are not running, 
the 
men said. 
Cornith, Miss., and 
Shilo 
Battle­ 
field were also visited Tuesday 
and 
Tuesday night was sp ent in Jackson, 
returning here Wednesday 
by 
the 
way of Memp his. 
In discussing the truck gardening 
in 
Tennessee, 
Mr. Van Horn 
said 
that the truck growers in that sec­ 
tion had been making money 
every 
y ear but one in the last six and that 
they broke even that y ear after 
an 
over amount of tomatoes 
had been 
p lanted. 
He said that each farmer 
p ut in about an acre or an acre and 
a half instead of having large truck 
p atches. 
He cited instances where 
some of the men had made as much 
as $700 to $800 
an 
acre on 
their 
ground. 
The whole p arty was op ti­ 
mistic about the outlook here after 
viewing these successful fields and 
comp aring them with the local ones. 


rs. Roy V. Kllise is on the sick 
list this week. 


eonu|>etitive drill in comp etition with 
crack manualists of his own and oth­ 
er comp anies, many of them with ex ­ 
p erience of several y ears. 
In the academic dep artment, tho’ 
carry ing a most difficult schedule in 
p rep aration for West Point, he 
has 
distinguished 
himself, 
making the 
“D. C.” list rep eatedly . 
Though ineligible for the football 
team, he worked out regularly 
with 
the squad. 
He worked hard to 
help 
keep the first line on their toes. 
At 
the call for candidates for the track 
team he turned 
out p romp tly 
and 
worked 
out 
every 
afternoon until 
baseball season op ened when he 
re­ 
p orted to Coach Adams to try out for 
first base.—The Port Light. Gulfp ort, 
Mississip p i. 
V 
J 
f M rs. M iurray Klein and Miss Ca­ 
mille Klein will 
entertain 
with 
a 
bridge luncheon at the home of Mrs. 
Klein’s, Saturday . 


SPECIAL 


Friday-Salurday-Sunday 


BARBECUE MEATS 
5 5 c POUND 
MANOS CAFE 


Ma lo ne Av e.—Sikesto n 


Extôe 
BATTERIES 


J Via ke y o ur 
o ld ba ttery 
la st lo ng er by 
skilful repa ir 
wo rk. Bring 
it here. 


Sensenbaugti’ s Super 
Service Station 


While I Have Been Allending to 


the Duties ol My Office I Have 


Neglected My Candidacy 


But tha t do cs no t 
mea n 1 do no t wa nt 
y o ur v o te fo r 


COLLECTOR 
April 3 


To the Voters of 
Sikeston 


If elected to the o ffice o f City 
Atto rney , I will g iv e to the City ’s 
leg a l business the sa me ea rnest, 
energ etic a ttentio n a t a ll times 
tha t I g iv e to my priv a te pra ctice. 


I A. H. HAYMES 


Ho use Clea ning Aids 


W h e n it is house c leaning time there ¿ire so many tilings 
to do t h a t y ou should make y our work as easy as p ossible. 
Here are a num b e r of inex p ensive aids th at will serve y ou. 


Mo ps 
Pa ils 
Cha mo is 
Serub Rrush« * s. 
Step I,a dders 
Bro o ms 
So a ps 
Po wders 
Wa x 
Duco 
Pa ints 
Brushes 
Screens 
Do o rs a nd Windo w 
Ca rpel Sweepers 
Va cuum Clea ners 


F v ery lliing Fro m Fry ing Pa ns 
to Mo usetra ps 


i f t h e r e ’s a ny t h i ng in the h ardware line th.it y ou need — 
and of course th e re i s —just skip over t<> this store and tell 
us what y ou require. 
You are sure we have what y ou 
want at a low p rice. 


Phones 271 and 27 2 
S. N. SHEPHERD 
j Farris-Jones Hardware and Grocery Go. 


T H * 
'NINCMIiTH? 
S T O R E 


'WttïïïîV 


D R . L O N G 


I 


O H iee in 


{ye 


Me 


Specialist 


Coy-Tanner BIdg. 


■ M r s d a ? 
>8 MHlbur 
E n se>r, 
Tanner 


Dye, J. A. Ma tthow ä and Miss Lena 


Matthew: 
vv( re visiti>rs to Cape Gir- 
ardcau, 1' u esdn 


The re 
> al b1 still 
o n at the Church 
of the N 
*arer e . 
Great 
crowds and 
great 
p re achir i g 
oi 
ol d-fashioned 
truth. 
> 
ners are 1ie in,L'­ 
saved 
at 
every sei•V c e . 
ï f VOL 
a r e 
s a v e d come 
and help 
LJs 
If not 
s a v e « . come 
let 
us help 
VC 
Servie e s e rich evening 
at 7:30. 
Three servie os Suinday at 11, 
gfOO and 7:30. 
Come, you are 
wel­ 
come.—,T. I 
Cox, Pastor. 
Malone Theatre 


FRIDAY 
Afternoon and Evening 


NORMA- 
SHEARER 
■The LATEST 
KiOM PARIS 
'Ai.-i-.»* r-- 
■ 
t v ¿ - - . 


' é 
V 
à 
W t* ' ■* 


“ Ml’s fair in love 
and 
business 
That wa> the motto of pretty Agnes 
Dolan, 
the 
traveling 
saleswoman 
portrayed by Norma Shearer in this 
unusual and fascinating pjicture. So 
that when she met Joe Adams, 
a 
rival in selling suits and cloaks, she 
not only stole his customers, hut pur­ 
loined iiis heart. 
How 
she does 
it 
makes one of the moM diverting and 
amusing films 
in 
years, and 
the 
popular star’s best screen effort 
to 
date. 
with GEORGE SIDNEY and RALPH 
FORBES 
PATH K R E V IEW & COMEDY 


Bargain Matinee Every Friday at 
3 
p. m. 
Admission 10c & 25c 
Nite 7:00 p. m. 15c and 35c 


SATURDAY 
Continuous show—2:30 to 10:30 


TOM TYLER in 
"The Texas Toruado” 


\ ESOP I ABLES and Episode No. 2 
MASKED MENACE” 


Continuous Show 2:30 to 10:30. 
2:30 to 
6:30 Admission 10c & 25c 
6:30 to 10:30 Admission 15c & 25c 


Mrs. A. W. Robertson 
of Poplar 
Bluff was a visitor to Sikeston Wed­ 
nesday. 
Friday, Saturday and Sunday, spec- 
iol barbecue meat, per pound, 55c.— 
.Manos Cafe. 
Mr. and Mrs. E. A. Bandy 
were 
business visitors to Cape Girardeau, 
last Friday. 
H enry Welsh, 
Avon 
Kinder 
and 
Ray Hudson were visitors to Poplar 
Bluff, Sunday. 


Miss Abbie M orison and her fath­ 
er, Harvey Morrison, are on the sick 
list this week. 
Mrs. J. B. Massey has l>een visit­ 
ing at her home in Corning, 
Ark., 
since the first of the week. 


Dr. D aughtrey and family went to 
Cairo W ednesday to visit an uncle of 
| Mrs. D aughtrev’s, who is ill. 


i 
T. E. L. (la ss realized $27 
from 
{their bake sail* held on last Saturday 
at the Davey Plumbing Shop. 


Mr. and 
Mrs. 
Barney 
Forrester 
were hosts to a community dinner at 
heir home tonight (Thursday.) 


Mrs. Boa/, of Parm a is visiting her 
a ugh ter, Mrs. L. L. Contazer and is 
having some dental work done while 
here. 


Mrs. Fred Hetlagc of Kewanee en­ 
tertained the W ednesday Bridge Club 
at the home of Mrs. H arry Dudley, 
on Ruth Street. 


Owing to other church activities, 
he Co-workers will not hold 
their 
regular m eeting Tuesday, but will 
meet two weeks later. 


Joe Bush Fennimore, form erly of 
Bertrand and now of Florida, is vis­ 
iting friends in Sikeston 
for 
a few 
days. 
He .will return Sunday. 
! Mesdames 
H enry 
Welsh, 
T. 
H. 
"League, L L Contazer. Miss Helen 
Welsh and Mrs. Boaz of Parm a were 
Cape G irardeau visitors. Tuesday. 


Me dames M argaret Harper, W. W. 
W. Hincbey. 
Miss 
Florence Baker, 
Elizabeth H nchey and Edw ard 
Al­ 
lard were week-end visitors to 
St. 
Louis. 
Mrs. T. F. Henry and Mrs. E. 
T. 
Wheatley invited a few friends in to 
a dem onstration of aluminum 
ware 
given at the fo rm e r’s home on South 
Kingshighway Thursday afternoon. 


Mr. and Mrs. D. B. Nall and Mrs. 
Lon 
Nall 
left 
Sunday 
for 
Hot 
Springs, Ark. 
Lon will drive down 
next week. 
The 
p arty 
expects 
to 
spend 
about throe week*' vacation 
’ here. 


There will be a pte supper at the 
Community Hall a t Miner Tuesday, 
April 3 a t 7:80* 
A 
splendid 
pro­ 
gram will be given. 
Proceeds 
will 
be for the benefit of the piano in the 
Com m unity Building. 
L. B. Hooker of St. Louis, who has 
been a patient at the Barnes Hospital 
f< r the past eleven months, has been 
released from the hospital in a much 
improved condition. 
L. B. is a nep­ 
hew of Miss Ann Taylor. 
* A surprise 
miscellaneous 
shower 
was given Mrs. H erm an Bandy 
at 
her home Tuesday night. Many hand­ 
some gifts were presented Mrs. Ban- 
day by her many friends. 
She 
was 
formerly Miss Louise 
Shields. 
Mr. 
and Mrs. Bandy are now 
living 
in 
one of the A. F. Lindsay bungalows 
on D orothy Street. 


TWO KILLED. FIVE INJURED 
IN FRISCO WRECK TH l RS. 


Two men were killed and five 
er 


more wire injured at 6:5.3 Thursday 


morning when a northbound 
I*rise«» 


freight 
train 
broke 
through 
the 


trestle over (he Virgin Channel 
be­ 


tween Chaffee and St. Louis, send­ 


ing the engine and three box cars in­ 


to the ditch. 
The engine was 
al­ 


most completely buried. 


Engineer Ed Lynch of 
St. 
Louis 


ind Robert Davis of Chaffee 
were 


killed. 
Fireman Jim Robinson, who 


w a s first reported killed, is in 
a crit­ 


ical condition hut may live. 
Ilrake- 


nian C a pshaw and Conductor J. 
T. 
Marsh, buth of Chaffee, were injured. 
Frisco trains are being delayed on 
this route because of the wreck, hut 
service i> expected to he resumed on 
schedule today (Friday). 


SIKESTON GIRL ELOPES 


Miss J u a n ita Briggs, 
16-year-old 
d au g h ter 
of 
Mr. 
and 
Mrs. Fred 
Briggs, and Berlin Long, about 
27 
years of age, were married in Cairo, 
Tuesday. 
Mrs. Long, who was a stu ­ 
dent in the Sikeston High School, had 
given her parents and schoolmates no 
indication th a t she was to elope. 
She 
did not atten d school^ Tuesday. 
Mrs. Long returned here W ednes­ 
day fo r a few days’ visit 
with 
her 
parents. 
H er husband 
will 
arrive 
shortly and the couple will probably 
make th eir home in Bardwell, Kyi 


MONDAY 
A fternoon and Evening 


CHAM BY 


THE BIG 
CITY: 


EXPLAINS SCHOOL TAX 
“ INCREASE”— WHICH 
ISN’T 


March 29. 1928 
The Sikeston Standard, 
Sikeston, Missouri, 
Considerable com ent has been made 


on 
the 
streets 
about the coming 
school tax to be voted on. The School 
Board has asked me to give you 
a 
-tatem ent in this connection 
from 
which you can form ulate a paragraph 
"o suit yourself. 
The present tax being 
voted 
on 
Iocs not raise the taxes over previous 
years. 
It is exactly the same 
tax 
his District has voted for 
several 
years. 
The law requires that this be 
submitted as an “ increase” 
in 
tax. 
This is a little confusing to the peo­ 
ple. 
However, this means th a t it is 
tn “ increase” over what 
the 
Board 
an levy w ithout a vote of the peo­ 
ple and not an “ increase” over 
the 
taxes levied for previous years. The 
tax rem ains the 
name 
as 
previous 
years. 
You may also be advised th at 
the 
-chool ballots are not printed 
until 
next Monday. 
The ballots are never 
printed until the day before the elec­ 
tion so that anyone who desires may 
have names placed on the ticket for 
directors. 
R. E. BAILEY, 
Secretary Board of Education. 


Yes, We Are Still In 
Transfer Business 


With larg est trucks in town 
to 
do 
long and short hauling. 
Let uus fig­ 
ure with you on your next hauling or 
moving. 
R. O Coleman Transfer Co. 
O Service 


208 N. Ranney Ave. 
Phone 499 
Sikeston, Mo. 


As m any 
th rills as 
'Broadway » 
has lights f 


< '\i\yCjotduuyn l ^ a y c r 


PICTUR* 


The M erry Dance Club has 
post­ 
poned th eir regular dance until after 
Easter. 
Rev. Carleton Lathrop and H arry 
Newman of Cape Girardeau were the 
guests of Mr. and Mrs. M. M. Beck, 
Sunday. 


Paul Jones, proprietor 
of 
P au l’s 
Place, is a t home from a Cape G irar­ 
deau hospital, where 
he 
underwent 
an operation for appendicitis. 


Ixd us help you with your 
spring 
house 
cleaning by 
laundering your 
curtains. 
They 
will 
bo 
carefuuly 
handled and returned to 
you 
fresh 
and crisp. 
Rugs washed. 
Quilts and 
blankets soft nad sweet to put away 
for the sum m er.—Sikeston Laundry, 
phone 165. 
3t. 


Mrs. C. E. Brenton, who was seri­ 
ously ill the first of the week 
with 
an acute attack of appendicitis, 
we 
are glad to 
report 
is 
better 
and 
nlans are being made to take her to 
St. Louis in the near future, 
where 
she will undergo an operation. 
Her 
many friends wish for her a speedy 
recovery. 
The 
S tandard 
heartily 
endorses 
every word The Herald 
says 
about 
t Vie School Board in reference to hold- 
:ng political meetings in the Audi­ 
torium and will join with th a t editor 
at any tim e to change the members 
of the Board. 
We do not agree with 
him about 
the 
Superintendent, 
or 
any of the teachers, 
because 
there 
lias never been a superintendent here 
in the fifteen years of our residence, 
who has had such co-operation of all 
the teachers, the Board and most all 
of the patrons, as the present Super­ 
intendent. 


'''M isses Virginia F reem an and B a r­ 
bara Beck in C hristian College will 
spend the E aster Holidays with rela­ 
tives in St. Louis. 


TR U STEE’S SALE 


' The Auxiliary of the American Le­ 
gion will have th eir next meeting at 
the home of Mrs. H a r r y Dudley 
on 
W ednesday evening. 


Mr. and Mrs. E. A. Bandy were the 
week-end 
guests 
of 
Mrs. B andy’s 
sister, Mrs. John Whitehead, a t Pop­ 
lar Bluff. 


BIDS REJECTED ON H. J. 
WELSH FUNERAL HOME 


All bids on the H. J. Welsh funer­ 
al home were rejected by Mr. Welsh 
and Fred Rodman, architect, is now 
working on new plans which will b e 


' U b m i t t e e d to 
the 
contractors 
in 
about a week. 
T he first plans called 
for 
a two- 


s t o r y building with a 20-foot front 
with office and apartm ent space 
in 
the second floor. 
The new plans will 
call for a 40-foot front with two 20- 
foot rooms, one of which will be used 
for the funeral home and other to he 
rented or leased. 


METHODIST 
REVIVAL 


v\ ith 


BETTY 
( OMPSON, 
M Vlit KLINE 
DA* . J \M E S Ml RRAY 


Lon < hancy gives hi- mi st 
effective 
performance now as the underworld 
leader in this throbbing film produc­ 
t s 11. 
\ spatter of 
bullets 
in 
the 
dark 
a battle of crook against 
crook 
and the flowering of a beau­ 
tiful romance in this amazing setting. 
Thrills without end! 


NEW S and COMEDY 


Bargain Matinee Every Monday at 3 
l> m. 
Admission 10c and 25c 
Nile 7:00 p. hi. 
15c and 35c 


30CeStCI 
• n e w - 


M O D E L E D 


/ 
IL K H O / I E K Y 


The Peoples Store 


2d Door North Bank 
of Sikeston 


SIKtSTON, NO. 


W atch the M en’s Bible Class 
go 
beyond the two hundred Sunday. The 
women of the school arc in line 
for 
another hundred—over sixty women 
present 
last 
Sunday. 
The 
young 
m arried women of the church should 
be O N E H U N D R E D STRONG. Then 
the total of the school will go beyond 
five hundred. 
How fine 
it 
will 
be 
when the attendance of the 
Sunday 
school equals the 
church 
m em ber­ 
ship. 
Sunday a t 11 o’clock 
the opening 
sermon of the 
revival. 
The 
Men’s 
Bible Class of over two hundred has 
been invited to attend this service. 
1 hese men will be such a wonderful 
addition to the 
service. 
We 
have 
hu ml reds of chans. 
The big curtain 
can be draw n aside 
and 
seats 
for 
nearly a thousand people 
provided. 
Come and bring 
a 
friend. 
Bring 
your children. 
The sermon will be on 
“ C hristian 
Responsibility”. 
If 
you 
are a parent, you should be present. 
If you are a m em ber of the 
church 
you need it. 
If you are unsaved, will 
you come and listen? 
Evening service: 
We promise no 
seats a fte r 7:30, 
This church is ex­ 
pecting an overflow 
crowd 
Sunday 
night. 
Come early and 
get a 
seat 
close up. 
C hrist is 
enclining 
the 
hearts of people to the church. Christ 
is guiding m en’s steps 
tow ard 
the 
church. 
At this evening hour, 
the 
them e 
will 
be: 
“ W ithout 
God”. 
W hether you are in the church or out 
of it, if you are “ W ithout God” 
in 
your life, you need 
to 
pray. 
You 
need to be at this service. 
The Song Service: 
The choir loft 
seats about fo rty and 
every 
seat 
should be 
filled 
by 
some one who 
sings. 
Three tim es th a t number who 
are m em bers of the church who sing. 
At every service 
the 
g reat 
h y m n s 
such 
as “ My 
Faith 
Looks Up to 
T hee”, “There Is A Fountain •Filled 
W ith Blood”, and the 
like, will 
be 
sung. 
Come and have a part in the 
song service. 
Echo singing Monday and Wednes­ 
d ay nights. 
You will like it. 
Come 
early so as not to miss it. 


Permanent Waves $8.50 


Perm anent Waves $8.50 Special 


until April 16. 
Opposite Mo. 


Pacific R. R. Station on High­ 


way 61, Sikeston, Mo. 


D efault having been made for more 
than six m onths in paym ent of dues 
and interest secured by note describ­ 
ed in deed of tru st executed by E. A. 
Bandy and his 
wife, 
M ary Bandy, 
dated F ebruary T w entieth, Nineteen 
Hundred Tw enty-Five, and recorded, 
on the T w enty-Fifth Day of March, 
Nineteen H undred Tw enty-Five, 
in 
office of Recorder of Deeds for Scott 
County, Missouri, a t Benton, Missou­ 
ri, in Book num ber 51, at Paige num ­ 
ber 43, conveying to undersigned the 
following described real estate 
and 
im provem ents thereon, in the County 
of Scott, State of Missouri, to-wit: 
A tra c t of 
laind 
situated in 
United 
States 
P rivate 
Survey 
No. 
614, 
Township 
26 
N orth 
Range 14 E ast, and lying entirely 
within the corporate 
lim its 
of 
the City of Sikeston, Scott Coun­ 
ty, Missouri, bounded 
and 
de­ 
scribed as follows: 
Beginning 
at a pump pipe on the South line 
of Kathleen Avenue, set Eighty- 
four 
(84) 
feet 
E a st 
of 
the 
N orthw est corner of Lot 
num ­ 
ber Two (2)of out Block num ber 
Forty-tw o 
(42), 
and 
running 
thence E ast along the South line 
of said Kathleen Avenue a 
dis­ 
tance of E ighty (80) feet to 
a 
pump pipe; thence South along 
a line parallel to the W est line 
of said l>ot num ber Two (2) of 
Out 
Block 
N um ber 
F orty-tw o 
(42), a distance of One Hundred 
Forty-six (146) feet to a pump 
pipe; thence West along 
a line 
parallel to 
the 
South line 
of 
Kathleen Avenue a distance 
of 
E ighty (80) feet to a pump pipe; 
thence N orth along a line p ara l­ 
lel to the W est line of said 
Lot 
num ber Two (2) of 
Out 
Block 
num ber Forty-tw o (42), a 
dis­ 
tance 
of One 
Hundred 
Forty- 
six (146) feet to the point of be­ 
ginning. and all im provem ents on 
j 
above described property, 
i 
Now in accordance with the 
term s 
and conditions of said note and deed 
of tru st and the legal holder 
and 
owner of said note and deed of tru st 
having declared the whole debt due 
as secured thereby, I will, at the re­ 
quest of said legal holder and owner, 
on 
j 
MONDAY, APRIL 2.3rd. 1928, 
between the h< urs of 9:00 A. M. and 
5:00 1*. M. of said day sell the above 
described property 
to 
the 
highest 
bidder fo r cash at the Front Door of 
the Post Office in the Town or City 
‘of Sikeston, Scott County, Missouri, 
( for the purpose of satisfying 
said 
: debt and costs. 
L E E B. EW IN G , 
Trustee. 
F irst Publication March 30, 1928 


FOR RENT 


Filling station, cor-, 
ner Scott and Front * c t -n a n c~pear]„ 
c* 
. 
. 
t\ curing or i cans 
btreet, bikcston. 
f 
. 
Will remodel to suit 
or 
as er 
• 
• 
| • 
n 
*You mav search far and near for 
a 
desirable tenant tor more suitable gift 
for 
Easter, but 
1 
1 
you would not find a more pleasing 
o t e r m IC clS C . 
or acceptable gift than one of these 
'fine strings of pearls. 
E. A. Reissaus joh n son & joh n son 


C haffee, M o . 
McCoy-Tan ner 
Building 


i Fried Chicken Dinner Sunday | 


THE STAK CAFE 


Gene Potashnick, Prop. 


Food For Thoaghl—Chew Slowly 


Perhaps we should stop and con- 
siper our loyalty to those who 
support us. 


F O R S A L E -S IX MULES 


Also Clover, Peavine and Oat 
HAY 


C. F. McMULLIN E S T A T E 
S E E J. S. KEVIL 


Specials Saturday, Mar. 31 ( 


9.00 O'CLOCK A. M. 
14 qt. Aluminum Dish Pan 


3:00 O ’CLOCK P. M, 
White Enameled Bread Box 


49c 


49c 
PEEK’S VARIETY 
5 c AND lO c STORE 


Notice To Voters 


If the Collector s office is 
a good thing pass it 
around. 


If not, why burden one 
man so long. 


Vote for 


W. E. HOLLINGSWORTH 
COUSIN El) 
CITY COLLECTOR 


April 3,1928 


: 
SUTTON BROTHERS 


CASH GROCERY 


Phones 55 and 121 


Selling Out at These Prices 
Every Day 


Dry Sail Butts, lb. ___________________________ 12c 


Pure Lard, l b . ___________________________- — Me 


Irish P otatoes, peck ---------------------------------------S5c 


Bulled Oats, p k g ._____________________________ 10c 


Old Dutch Cleanser, can --------------------------------- 
7c 


M atches, box _______________________________ 
3c 


Macaroni and S p a g h e t t i , pkg. -------------------------6c 


Van Camp Pork and Beans, med. can-----------------9c 


Bread, loaf ________________________ 


P. & G. Soap, 10 bars 
______ 


Sweet Corn, Standard, ca n 
_ 


Early Variety Peas, Standard, can 


Quart Jar M u sta rd _______________ 


K ellogg’s P e p _____________________ 


7 ‘ 2c 


39c 


10c 


10c 


18c 


8c 


Fancy Head Bice, l b . _______ 
7c 


Package Garden Seed 
i ________________ 5c 


Bremuda Onion Plants 
Frost Proo! Cabbage Plants 


We Are Headquarters for Fresh Country 
Eqqs and Butter 


ALL THIS M O NTH 
Buy Canned Foods of Quality 


lo o k ro n 
t h i s sio n 
ASK FOR 
OUR BRAND 


TUESDAYS AND FRIDAYS 
THE SIKËSTON STANDARD 
FRIDAY MORNING, MARCH 30, *28 
SOME scon COUNTY 
FARM BUREAU NEWS 


such as nitrate of soda and sulphate 
of ammonia, two weeks before 
ap­ 
ple and cherry trees 
commence 
to 


carry the wilt germ from one p la n t! Eagle”, and other feature films. 
to another in their digestive tracts. 
Thin the plonts to one plant 
per 
bloom'will have the greatest effect hill. 


A few of the high points 
on 
hog 
production at the 
Live Stock meet­ 
ings 
at 
Sikeston and Oran have been 
most 
economical. 
Save 
one-half 
and are listed as follows: 
On good pasture hand feeding 
is 
most 
economical. 
Save 
one-half 
bushel of corn for each 100 lbs. gain 
over self-feeding according to Mis­ 
souri Experiment Station. 
Hand feed tankage 
in 
trough at 
same time feed 
corn. 
Use 
one-half 
gallon of tankage to each bushel o! 
corn on pasture and one gallon 
to 
each bushel in dry lot. 
One gallon 
of tankage weighs a little over 
five 
pounds. 
Four per cent of body weight 
is 
nearly a full feed of corn. 
This, of 
course, will vary. Thin hogs eat larg­ 
er proportion than fat ones. 
Pushing 
pigs 
pays. 
September 
market has been SI.50 to $2.00 
per 
cwt. higher than December market 
on average for last twenty years 
at 
Kansas City and St. Louis. 
Careful 
tests also have shown it actually tak­ 
es less feed to make a 200 pound hog 
where they are pushed 
than 
where 
they are carried slowly. 


on the set of fruit, according to 
A. 
J. Renner, County Agent. 
If applied 
sooner, much of the chemical fertiliz­ 
er may be washed away 
and wasted 
while if applied, the flowers will open 
and commence to drop before 
the 
nitrogen has an opportunity to reach 
them and affect their set. 
Varieties of apples that 
tend 
to 
bear in alternate years 
should 
be 
fertilized in the off year to offset the 
unbalanced bearing. 
If the off-year 
spring applications prove inadequate 
to keep the trees in 
good 
growing 
condition, nitrate of soda or sulphate 
of ammonia 
may 
be 
applied one 
month before the killing frosts 
are 
expected. 
Applied at this time, ni­ 
trogen fertilizers have no effect 
on 
maturity and do not induce winter 
injury. 
Application 
must 
he 
made 
by 
broadcasting by hand or by drilling 
between the rows of trees. 
In broad 
•asting, care should be taken to keep 
it away from the trunk as 
there is 
*oem danger of burning 
the 
bark. 
Applications 
should extend slightly 
farther than the tips of the branches. 
Amounts to use depend upon 
the 
poverty of the soil and the condition 


Now is the time to get the mouse 
before he gets your watermelon seed. 


Home made 
mineral mixtures fur- and size of the trees. 
A 
bearing ap- 
nish minerals 
needed at 
a cost of pie tree 
of moderate size 
should re- 
around 1 cent per pound. Equal parts ceive about 5 pounds of nitrate 
orf 
salt, ground limestone, 
and 
bone- soda or 3% pound* of ammonium sul- 
meal fertiliser makes good mixture, 
phate. 
The averag epeach or cherry 
Thirty-two accurate 
records 
in- tree might be given 3 pounds of ni- 
cluding 2166 spring pigs in 1926 fed trate of soda or 2 U pounds 
of ani­ 
on demonstration* in Missouri as do- moniura sulphate, although fertiliz- 
Si ribed above, weighed up at around vrs should not be applied to peaches 
4d to 60 lbs., and marketed around until danger from late killing frosts 
200 lbs., made average daily gain of js ,>a3t. 
A fair rule for apple trees 
1.32 and made 
K M ) lbs. gain for 6.09 is one pound of nitrate of soda 
(of 
bu of corn and 18 lbs. of tankage on equivalent 
amount 
of 
ammonium 
good pasture. 
sulphate) for every 
two 
inches 
of 
Thirty-nine worm free fall pigs av- trunk diameter. 
The exact 
amount 
eraged 209 lbs. on February 27 when depends on the 
individual 
require- 
6 mo. old. 
They were fed on demon- ments of the orchard and of the indi- 
st rat ions using a gallon of (tankage vidual tree. 
2. oilmea! 1, alfalfa meal 
to each 
______ 
bushel of corn and home-made m iner-! 
Any dairy man interested in more 
al, 100 lb>. gain took 6 ' t bu. corn and economical production 
of butterfat 
2 1 lli^. protein feed. 
from his cows should get in 
touch 
Good 
pasture 
saves 
15 per cent with County Agent Renner, who is 
grain required according to Mo. Exp. endeavoring to get 
a 
cow 
testing 
Station. 
Alfalfa is best, clover* sec- Association started in Scott 
County, 
©nd, rape third, with blue grass, su- Several dairy 
dan, timothy ami cane ranking low­ 
er. 
When hogging down corn, tankage! 
should be fed ¡n self-feeder whether M ethods 
there are beans in the corn or not 


Recipe For Mixing Mouse Poison 


1 oz. strychnine, 
1 
tablespoonful 
soda, 1 tablespoonful starch. 4 table- 
spoonsful syrup, % pint hot 
water, 
16 quarts soft wheat or oats (prefer­ 
ably loose grounded oats). Mix starch 
into smooth paste, 
add 
syrup 
to 
starch, mix strychnine 
and 
baking 
soda together, mix starch, syrup and 
one-half pint hot w'ater. 
Then 
stir 
in strychnine 
and 
soda 
mixture. 
Sprinkle this mixture over the grain 
and stir htoroughly. 
The starch 
is 
used to make the poison stick to the 
grain. 
The soda is used to take 
the 
bitter 
taste 
from 
the 
strychnine 
thus making the mixture more pala 
table. 
Sprinkle this mixture in runs 
of mice or beter yet, place in an old 
can or bottle or station to serve as a 
free lunch to mice at any time. 
This 
bait will keep for several months if 
kept dry. 


Bert Roach, star of 
Metro-Gold- 
wyn-Mayer’s “ Excuse Me”, and 
one 
of the featured players 
of 
“ Mixed 
M arriages” and other films, will be 
seen as the inebriated drummer who 
supplies much of the comedy of Miss 
Shearer’s new 
production. 
George 
Sidney and Tenen Holtz are seen as 
the clothing wholesalers and are 
as 
funny as Potash and Perlmutter ever 
dared to be. 
The story ami screen 
play were written by A. P. Younger 
and the 
picture 
directed by 
Sam 
WTood. 


$6500 
IN 
PRIZES 
TO 
BE GIVEN PUPILS AND 
TEACHERS IN CONTEST! 


A N N O U N C IN G T H E A P P O IN T M E N T O F 
H. C. YOUNG 
AS TH E EXCLUSIVE 


SPRING STYLES 
SEEN IN FILM 


Tips on spring styles will be seen 
with the coming of Norman Shear­ 
e r’s new motion picture, “The la te s t 
from Paris”, her latest starring ve­ 
hicle 
for 
Metro-Goldwyn-Mayer, 
which will he shown on the screen of 
the Malone Theatre Friday. 
In her newest screen 
production 
Miss Shearer portryas the role of 
a 
traveling saleswoman for a firm 
of 
New York wholesalers of suits, coats 
and gowns. 
In order to have 
correct 
spring 
styles, advance models of which have 
not yet been released to the 
public, 
the 
Metro-Goldwyn-Mayer 
studio 
made arrangem ents with makers of 
women’s wear to furnish 
the studio 
with a large variety of designs 
in­ 
cluded in their list of spring modes 
Because these had not been made 
up by the factories at the time 
the 
picture was made, the designs were 
sent to 
the 
huge 
Metro-Goldwyn- 
men 
have 
already, Mayer wardrobe department 
where 
*4 u nric w h ich w ill Iw» ! 
, t 
« 
. 
« 
signed up for this work which will be 
started during April. 


The potato 


Used in 
Producing 
More 
Marketable Watermelons 
Poison the Mice— Poison now while 
md milk preparation food is scarce ami before 
spring lit- 
dcmonst rat ions were a great success ter* appear. 
according to County 
Agent Renner, 
Fifty-five 
persons 
attended 
the 
Use plenty of fertilizer—well rot­ 
ted manure supplemented with 
150 
meetings which were held in various )b*., of 8-12-4 commercial fertilizer, 
parts of the County la*t week. Miss (Karn yard manure may carry wa- 
Marian White. Missouri College 
of termelon wilt. 
Watch the source of 
Agriculture, who was in charge 
of nns material) 
the meetings, will Is* back into 
the 
j ’se 
0f pure variety. 
County next 
monhts to demonstrate! 
Kili cutworms with poison bait> 
the new methods in 
making bread* 
Kill watermelon bugs with poison 
and pastries. 
dust. 
I>o not drive the bugs, away, 
\pply Nitrate Before Bloom 
the insects from your neighb* r’s field 
Application of nitrogen fertilizers, will be driven to 
your 
own. 
They 


[more than a 
hundred 
tailors 
and 
seamstresses worked for weeks exe­ 
cuting them. 
The result was that Miss 
Shearer 
had them in her picture long before 
they had been made up in New York 
ami turned over to the wholesalers to 
be released for the spring trade. The 
models cover practically all types of 
gowns, as well as new styles in tail­ 
ored effect*. 
In “The Latest From Paris”, Ralph 
Forbes will be seen in the 
leading 
male romantic role. 
Forl>es has 
a t­ 
tracted more attention during the last 
year than any newcomers among the 
male actors of the screen. 
From his 
start in “ Beau Geste” he has appear- 
e in “Mr. Wu”, “The Trail of 
’98”, 
“The Enemy”. 
“ Under 
the 
Black 


Bottled Health 


In a bottle of our MILK there is a 
hi)' measure of good health for 
your children. It contains the need­ 
ed elements for their growth and 
development. 
Have them drink a 
bottle of milk a day. 


Phone 344 
Andres Meat Market 


‘Jim Vaughn Cuts Our M eats” 


Washington, D. C., March 28.—Of 
fering $6500 in prizes for 
the 
best 
essays 
and 
lessons 
on 
street and 
highway safety, the Highway Educa 
tiofli Board 
is 
announcing 
to the 
schools the annual safety contest op­ 
en to elementary school pupils and 
elementary school teachers 
of 
the I ^ 
nation. 
The competition is conduct­ 
ed each year with the active co-oper­ 
ation of the school authorities. 
Based on past experience, officials 
of the Board say they expect to 
re­ 
ceive essays, not only from each state 
in the Union and virtually every city 
of size, but from the territories and 
outlying possessions as well, such as 
Alaska, the Philippines. Hawaii. Por­ 
to Rico and the Canla Zone. 
The $6500 in prizes is given by the 
National 
Automobile 
Chamber 
of 
Commerce, and this year includes 442 
state prizes 
for 
elementary school 
pupils, three national prizes for pu­ 
pils, and three national 
prizes 
for 
teachers, the 
latter 
totalling $1000 
in cash. 
In addition, the pupil and 
the teacher whose essay and lesson 
respectively are chosen as the 
best 
n the nation 
are 
given 
a trip 
to 
Washington with all expenses paid, 
no matter from what section of 
the 
cuontry they may come. 
This year, according to the rules, 
pupils are to 
write 
essays 
of 500 
words in length on the subject “ Why 
We Have and Practice Traffic Rules 
Teachers are given the subject “Ob­ 
jectives and Methods of Education in 
Street 
and 
Highway Safety”, 
on 
which they are asked to prepare prac­ 
tical lessons for use, not alone 
in 
their own class rooms but by other 
teachers in the class room* of 
the 
nation as well. 
Pupils of the 
fifth, 
rixth. seventh and eighth grades may 
compete, while all teachers 
in 
the 
eighth and lower grades are eligible 
participants. 
in the past six years it is estim at 
ed that more than 2,500,000 elemen­ 
tary school pupils and perhaps half a 
million teachers, have written essays 
and lessons on the 
various 
subjects 
issigned in connection 
with 
these 
contests, which have proved to he not 
only 
the most 
sustained 
national 
competitions open to the schools, but 
among the most popular as well. An 
average in excess of 400,000 pupils 
write essays each year, it 
is 
said, 
while approximately from 60,000 
to 
80,000 teachers write and teach safe­ 
ty lessons to their pupils. 
The amount of $6500 in prizes 
is 
divided into three groups, of which 


A t w a t e r K e n t 
RADIO 
SALES AND SERVICE 


SIKESTON AND TERRITORY 


He Will Lead You to a 
Happier Home Life 


Radio in your home will be another step toward a hap­ 
pier home life, since it provides a varied entertainment, 
when you wish it, at a small cost and effort. 
The clear, 
sweet tone brings added enjoyment. 


192 
H. C YOUNG 


Atwater Kent—Radios—R. C. A. 


Radio Fans, Attention 


We have sold the Atwater-Kent Radio fran­ 
chise to Mr. H. C. Young of this city, who will 
be glad to take care of your service problems. 
Phone him at 192. 


We thank you for the liberal patronage you 
have given us and recommend Mr. Young as 
an expert radio service man. 


Screen Every Opening 


In Y o u r H o m e 


The screening of every opening in your home 
is a health safeguard of the utmost im port­ 
ance. 
If you desire, we will tit the screens 
ready for use, or supply them to your meas­ 
urements so you may have them fitted. 
E. C. ROBINSON LUMBER CO. 
PHONE 2 8 4 
N. E. FUCHS, M anager 


more than half goes to pupils as state eounyt extension agent for the Mis­ 
prizes. 
Altogether, 442 cash prizes souri College of Agriculture. 
On the 
ind the same number of gold, silver farm of Judge J. 
A. 
Franklin 
of 
and bronze medals rae offered pupils Steele, Pemiscot County, the 
Trice 
who find their names on this safety cotton matured earlier, held the cot- 
hosor roll of the nation. « 
ton in the boll longer ami produced 
Each state and territory is entitled 600 pounds more seed cotton to 
the 
to one first 
prize 
and 
on 
second acre than did the competing Wana 
prize. The first prize is a 
gold med-1 maker Cleveland variety, 
al and a check for fifteen dollars; the 
second award is a silver medal and a 
chock for ten dollars. 
The number 
of third prizes, bronze medals 
and I 
Forty-eight trials at the Missouri 
checks for five dollars, varies in pro- Agricultural 
Experiment 
Station 


Legume Pasture Makes Good Pork 


l*ottion to the elementary school en- sh°w that 
rollment, New York, with its dense h?00^ pork. 
legume 
pasture 
makes 
At eight cents per pound 
population being entitled to twenty- 
pork, gains due to alfalfa pasture 
five, Indiana, to eleven, Florida 
to I t°ta le<I $47.34 per acre in 163 days; 
four and Nevada to one, to cite eer- 
Hover $35.93 in 129.8 days; 
and 
tain examples. 
These prizes are dis- 
oa^s a,K^ Uover $38.32 in 104.6 
tributed through the State 
ments of Education. 
Finally, the essays which are chos­ 
en as best from the States are enter­ 
ed in competition with each 
other. 
The best of these papers earns 
for 
the writer a gold watch ami a trip to 


Depart- days 
compared 
to 
$21.95 
on blue 
grass 
in 136.28 
days. 
Even more 
rapid gains 
were 
shown 
for short 
time feeding on soybeans and 
cow- 
peas, although the totals were low. 


Alfalfa is still most important in 
Washington with all expenses paid. 
West. 
Seventeen States west of 
while the second and third 
national the ,ine from the eastern border 
of 
awards are handsome gold watches F oxas *° ^ ie eastern border of North 
of suitable value and design. 
Dakota had nearly four-fifths of 
Teachers are not given state priz- alfalfa « «»age at the time of 
the 
the 
last agricultural census in 1924. How- 
es, but the three lessons chosen 
as 
best of all those written throughout Iever» m the ,ive .vears from 1919 
to 
the nation 
earn 
for 
their writers h*)24, the acreage in the 17 Western 
checks in the amount of $500. 
$300 States increased only 8.5 pper cent 
and $200 respectively, 
and the teach- while the comparative gain in 
the 
er whose lesson is ranked first also ;n eastern States was 98.2 per cent, 
is invited to come to 
Washington as Minnesota, Wisconsin and Michigan 
the Board's guests. 
The third division 
of 
the 
money is set aside for the travel ex­ 
ponses ai^l 
entertainment 
of 
the 
pupil and teacher whose essay 
lesson earn national honors. 


Trice Cotton Proves Winner 


each made gains of more than 3(H) per 
prize ¡cent in acreage, Illinois and 
Penn­ 
sylvania about 150 per cent each. 
In 
these five years Kansas dropped 
in 
amj [acreage and lost position as the prin- 
cipa 1 alfalfa 
State 
to 
Nebraska 
which was the second State in 
1919. 
Other States in which alfalfa acreage 
declined were in the 
South. 
Texas, 
Oklahoma, Arkansas, Tennessee, Mis­ 
sissippi, 
Alabama, 
Georgia 
and 
South Carolina. 


That Trie«* cotton is better adapt­ 
ed to Southeast Missouri 
conditions 
than is W anamaker Cleveland cotton ( 
is indicated by 1927 tests, according FOR SA LE—Fresh whipping cream, 
to the report of M. 
1). 
Amburgery, delivered. 
Call 81. 
tf. 


Custom Made 


You need not pay heavily for a “custom built” 
tire to ride smoothly and safely. 


The extra comfort, extra safety AND EXTRA 
MILEAGE you #et with Fisk Extra Heavy 
Balloons is a new measure of tire service. 


There 
is a tire for every need—in type, size 
an I price—in the Fisk line. 


Phone i 02 


Air-Mist Auto Laundry 


‘ 
‘L e t One Call Do It 
” 


I RID \Y MORNING, MARCH 30, *» 
THE SIKESTON STANDARD 
TUESDAYS AND FRIDAYS 


LOCAL AND PERSONAL. 
FROM MATTHEWS 


lovely time was spent with this gra­ 
cious hostess. 
Refreshments of sal­ 
ami, sandwiches, cake and fruit were 
served. 
| Mr. and Mrs. 
Robert 
Ball 
and 
The wonderful 
revival that 
ha? daughters, Misses Lucille and Ph.vl- 
W n in 
at the Methodist; Hs. were Sikeston visitor. Saturday, 
church for the past three weeks, con- j 
Mr. and Mrs. Jim Cook entertum- 
durted by the 
Rev. 
Mrs. 
Blanche ed with a sumptuous dinner Sunday 
Scipes, closed 
Sunday 
night. 
This in honor of their little daughter, Ro- 
has been one of the greatest spiritu- Bella’s birthday anniversary, 
al meetings that has been in 
this 
The stork visited the home of Mr. 
church for years. There were a 
large !>n(i Mrs. Billie <»hmeinha: td Tuesday 
number of converts, who 
gave their and left a fine baby boy 
names f* r membership of the Meth 
odist church. 
Mrs. Scipes left Mon 
day morning for her home in Poplar eston Tuesday. 
Bluff, where she 
will 
take a much j 
Ed Watkins, Bishop 
needed rest. 


Ralph Deane is ill at this writing. 
Mrs. Dave Drake shopped in Sik- 


M i s s L e o ] a 
Spaulding 
has 
been 
very sick again. 
Dr. Pre-noil was called from Sik- 
eston Wednesday to see Ralph 
Mc­ 
Gee, who was very ill with the flu. 
lie is much better now. 
A large number of Matthews pe<>- 


Rather 
and 
Wllie Binlford returned Tuesday from 
St. Louis, where they have been 
the 
past few days. 
Mrs. Annie Byrd spent a few days 
inst week visiting with Mr. and Mrs. 
Courtney Mainord. 
Born to Mr. and Mrs. Alfred An­ 
derson Monday, a baby girl. 
Miss Ethel Alliston is very ill 
at 
pie attended the revival now going on ihis writing. 
Mrs. Guy Calvin and Mi>s 
Katie 
Calvin shopped in Sikeston Tuesday. 
Mr. and 
Mrs. Robert 
McCarthy 


at 1 ilbouro at the Christian church. 
Rev. L. L. Roberts is conducting the 
revival. 
Mrs. G. D. Steele and two sons and 
Miss Wav a Watkins visited in New 
Madrid, Sunday. 
L. P. Waters and daughter, 
Miss 
Glenda wore Sikeston visitors, Satur­ 
day. 


M i s s Geneva Dickerson entertain­ 
ed a number of her 
young 
friend» 
with a party Saturday evening at her 


and children of Sikeston visited Mr. 
and Mrs. Shelton. Sunday. 
Roy Waters and 
daughter. 
Miss 
Glenda were visitors, Saturday. 
Mr. and Mrs. Jim Edwards return­ 
ed to Illinois Monday, after 
a 
few 
days visit hero wiht relaitves. 
Rev. Carpenter and wife, Mesdam- 
es George Elder brooks, Ella Vaughn 
home three miles south of Matthews. and Dora \Vaters accompanied 
the 
B. B. Conrad spent the 
week-end Evangelist, Mrs. Blanche Siphes, to 
at his home in Marble Hill. 
her home in Poplar Bluff, 
Monday. 
Rev. Mrs. Scipes and Mrs. Thomas They returned to Matthews. Monday 
Holderbv motored to New Madrid on 
Thursday of last week. 
Mrs. Lizzie Davis and son, Albert 
Davis and wife, 
of 
the 
Kewanee 


evening. 
Mr. and Mrs. 
Ilenry 
Caruhters 
were Sikestcn visitors, Saturday. 
“Red” Grant of Kewanee was 
in 


Misses Katherine Saekman, Delor­ 
es Sterling and Ella Ruth Fletcher 
were Sikeston visitors. Tuesday. 
Born to Mr. and Mrs. James Cor- 
mody, a boy. 


neighborhood attended church at 
the Matthews, Sundav. 
Methodist church, Sunday night. 
Mr. 
and 
Mr». 
G. D. 
Englehart 
shopped in Sikeston, Saturday. 
Herb Walton, Ford salesman, 
of 
Sikeston. was in Matthews 
Thurs­ 
day of last week. 
Candidates are getting busy and 
oh SO friendly. 
Mr. and Mrs. James Cornady 
are 
the proud parents of a fine baby boy, 
who arrived Sunday, March 25. 
Mr, and Mrs. Joe Weatherford en­ 
tertained Sunday with a 
12 o’clock 
dinner. 
At the Methodist Sunday school 


I 
There may be no mud-slinging 
in 
the next national campaign, but there 
j will be lots of oil-splashing.—Arkan- 
j sas Gazete. 


Advices from Nicaragua convey the 
disquieting idea that bottled Sandino 
¡has more than half of one per 
cent 
kick.—Philadelphia Public Lodger. 


there were 132 present. 
The measles 
Sometimes I can’t help wondering 
kept a large number away. 
what it was that saved Western civil- 
Mrs. F. E Story was hostess 
to 
the Rook Club Friday afternoon. 
A 
ization 
before 
there was a 
United 
States Marine Corps.—Detroit News. 


CORRESPONDENCE 
FROM MOREHOUSE 


E. L. Griffin of Charleston spent 
Sunday in Morehouse visiting 
with 
friends. 
Mrs. Tom Henry. Mis. Wm. Tan- 
m r arid Miss Allison, all of Sikeston, 
visited Mrs. 0. M. Headleo, Sunday 
afternoon. 
Mrs. W. R. Griffin nad Miss Hattie 
Harp visited Harry Harp and family 
in Charleston, Sunday afternoon, 
t 
Mr. and Mrs. Crow of Kansas City 
are here visiting the latter’s parents, 
j Mr. and Mrs. C. L. Armstrong. 
The operetta given by the 
sixth, 
seventh and eighth grades 
at 
the 
gym last Thursday night was 
well 
; attended and was one of the 
best 
programs rendered by tlve school this 
year. 
The basketball team of the 
voca­ 
tional agriculture team of Morehouse 
was defeated by the vocational team 
of Dexter in a fast game at Dexter, 
Friday night by the score of 24 to 21. 
The agricultural motion 
picture 
show at the Tokio theatre 
drew 
a 
crowd of several hundred 
Saturday 
afternoon and night. 


M i s s Sylvia Albright 
has joined 
the ranks of the vegetable 
experi­ 
menters and expects to plant 
five 
acres of sweet corn ami two acres of 
early tomatoes. 
Mrs. .T. M. Reynolds has taken over 
the Buffington school for the remain­ 
der of the 
year. 
Mr. and Mrs. 
J. 
Smith who had been teaching 
this 
year resigned Friday 
of 
last week. 
The attendance had fallen off until 
they combined the two rooms 
and 
gave them both to one teacher. 
Harry Black left Wednesday for 
Gallion, Ohio, where he accepted 
a 
new position. He may move his fam­ 
ily there after school closes. 
I 
Mr. and Mrs. Lee Iliieman are the 
j parents of a baby boy born to them 
j Friday, March 23. 
! 
Presiding Elder Brown of Poplar 
Bluff will preach 
at 
the Methodist 
; church,y Sunday morning. 
' 
Fire broke out in the 
Methodist 
1 parsonage 
Wednesday, 
but 
was 
quickly extinguished by Rev. Mass­ 
ey 
and the 
neighbors. 
The 
chief 
damage was the destruction 
of 
a 
closet of coats and clothes. 
Wm. Crumpecker has joined 
the 
ranks of 
vegetable 
producers 
and 
will grow five acres 
of 
sweet com 
and several acres of cabbage 
and 
early tomatoes. 


T 
X 
New Easter Styles In Footwear 
Will Help You In 
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Only Two More Days 
Left of 
Special Harness 
Week 


W e are making a special reduction of ten 
per cent on all purchases of harness 
oi $10.00 and up. 


Fi ve per cent reduction from $1.00 to $10.00. 


All buggy harness we give a twenty per cent 
reduction. 


This spring weather everyone will have to 
have harness. 


W e invite you to come in and see our bar­ 
gains before purchasing elsewhere. 


SIKES HARDWARE COMPANY 
Gilbreath Building on Front St. 


: 


STEPPING OUT 


With Elegance, Excellence 
and Economy 


Whether Milady chooses a tailored 
suit, an ensemble, a Frenchy frock 
or all three, she just must have “ele­ 
gance, excellence and economy” in 
her shoe and stocking wardrobe; for 
they areas much a part of her spring 
costume as the costume itself. 


Where can she find “fit, fashion and 
fineness” in as great a degree and at 
such a reasonable cost as at Heuer’s 
where exquisite new shoe styles, new 
designs in Parisian buckles and deli­ 
cate new tones in silk hosiery await 
her selection? 


HEUER’S SAMPLE SHOE STORE 


McCOY-TANNER BLDG. 
SIKESTON 


The County Girls’ Basketball tour­ 
nament will he held in Morehouse on 
Friday and Saturday of this 
week. 
The tournament has twice been post­ 
poned on acocunt of a spinal menin­ 
gitis scare. 
Eugene Harris is home after a vis­ 
it in Louisiana. 
Eugene gained ten 
pounds in Louisiana. 
Judge Xenophon Covemo is 
back 
at his Headlight Plantation after at­ 
tending this session of Congress 
to 
date. 
He 
is very 
optimistic about 
farm relief legislation. 


CORRESPONDENCE 
FROM ROOTWAD 


Miss Martha Causey returned Fri­ 
day night to spend the week-end at 
Dexter with homefolks. 
Wilson Fennimore visited Mr. and 
Mrs. George Fennimore and family 
of Bertrand. 
The box supper 
which 
was 
an­ 
nounced for last Friday 
night 
was 
postponed for this Friday night 
on 
account of the program. 
Mrs. Ben Hahn 
and 
daughters, 
Misses Eula and Lois, attended 
the 
program at the high school Thursday 
night. 
Velma Boston spent 
last 
Friday 
night with Cassie Hodges 
of 
near 
Root wad. 
R. L. Fenimore and J. S. Hodges 
made a business trip to Benton last 
Wednesday. 


BASEBALL 
LEAGUE 
MEMBERS 
TO MEET 
AT MALDEN SUNDAY 


While the Southeast Missouri Base- 
iball League meeting held here 
last 
Sunday did not accomplish much to­ 
ward the actual 
reorganization 
of 
the League, the meeting is thought to 
have been important as the meeting 
at Malden this Sunday 
as 
a result 
will be attended by representatives of 
several other toWns. 
Only Sikeston, 
Kennett and Malden were represent­ 
ed at the meeting here. 
Six strong teams are expected 
to 
belong to the 
new 
league. 
Malden 
and Kennet will be new members 
in 
the loop and Caruthersville, who had 
all independent team last year will 
also probably join. 
Of the old teams 
there will he Cape Girardeau, Poplar 
Bluff and Sikeston. Chaffee ami Dex­ 
ter, who dropped out early last year 
have made no indication that 
they 
would 
be 
represented 
this season. 
Cairo, who finished last year has not 
indicated 
that 
they 
would be 
in 
either. 
While no organization of the local 
team has as yet 
been 
effected 
the 
prospective members hnve been prac­ 
ticing 
independently 
for 
several 
weeks. 
Indications for a strong team 
for Sikeston this season 
are 
good. 
The last year’s team is practically 
intact and 
with 
a 
few 
additions 
should make 
a good 
showing. The 
only position going begging is catch­ 
er. 
Bud Martin should be 
able 
to 


carry most of the 
pitching assign­ 
ments and with the Crain brothers, 
three 
Burris 
brothers, Dowdy and 
Mow here; Ancell of Bloomfield and 
Haman of Benton, a strong aggrega­ 
tion should be built up. 
President A. I, Biffle of Bloomfield 
was to be in Poplar Bluff this week in 
an e ffo rt to get a team from there 
organized. 
It was suggested that if 
the old Poplar Bluff team was not ob­ 
tained, that the Poplar Bluff Hornets 
enter. 
Manager Hugo 
Boeving 
of 
Poplar Bluff is not optimistic about a 
team there since baseball in Poplar 
Bluff has not always been financially 
successful. 
However, 
it 
is believed 
that a team composed of some of the 
old members and not a highly paid 
team might make a go of the pro­ 
position. 
One 
other 
objection 
to 
Poplar Bluff’s entering the circuit, is 
that the fence around the hall park 
has been removed and that it would 
take about $1000 to rebuild it, how­ 
ever, this matter could be worked out 
by the management and Poplar Bluff 
fans. 


Thaxton Has Preliminary 
Hearing 


Riley Thaxton, who shot and kill­ 
ed 
Charles H. Poujol, formerly 
of 
Sikeston, at Poplar Bluff 
Saturday, 
was to have had a preliminary hear­ 
ing Thursday. 
He was released on a 
$2000 bond. 
Thaxton 
alleged 
that 
Poujol was too friendly with 
Mrs. 
Thaxton. 


MUNY BASEBALL LEAGUE 
MAY BE ORGANIZED HERE 


Agitation toward the organization 
of a Municipal Baseball league has 
been started here. It is proposed that 
about four teams enter 
the 
league 
and that games be played 
twice 
a 
week in the evenings. 
Tom Malone has been solicit«! to 
be president of fhe proposed league 
and said that he would be glad to do 
all that he could for the movement. 
It was suggested that four teams en­ 
ter the league. 
One from the High­ 
way, the 
Shoe Factory, Frisco town 
and Dudley’s 
were 
suggested, but 
others might be taken. 
Such twilight leagues 
have func­ 
tioned in many places. 
The 
games 
for such a Muny league are usually 
played on Tuesday and Thursday af­ 
ternoons at 5 o’clock and are seven 
inning games. 
Some action 
on the 
proposition is expected to be taken 
next week. 


Nowadays when you see a woman 
sewing on tiny clothes, she may 
be 
making 
something 
for 
grandma. 
Council Bluffs Nonpareil. 


France is 
the 
only 
big 
nation 
without a 
national 
sport. 
Gouging 
the tourists is strictly a business pro­ 
position.—Council Bluffs Nonpareil. 


Only evidence of defense counsel’s 
contention that insanity is contagi­ 
ous seems to come in the condui t of 
some of the juries.—Beloit News. 
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MALONE AVENUE NOW 
READY TO OPEN 


The Scott County Circuit Court has . 
accepted the $4091 fund posted by the 
City of Sikeston and Malone Avenue 
from 
the 
Grade 
School 
Building: 
south to the beginning 
of 
the con­ 
crete on No. 61 may 
be 
opened 
at 
once. 
The fund is equal to the 
amount 
allowed by appraisers of the proper­ 
ty t h r o u g h which the proposed street 
runs and 
which 
certain 
property 
owners are objecting on the grounds 
that they have not been allowed suf­ 
ficient damages. 
At a special meeting of the 
City 
Council March 
15 
the action 
was 
voted, but some delay has been ex­ 
perienced in getting the court to ac­ 
cept the fund. 
City Attorney Roger 
Bailey has been working on the case 
in the meantime and spent Wednes­ 
day in Benton when the fund was ac­ 
cepted. 
If the cases pending against 
the 
city are won by the objecting pro­ 
perty owners the city will have 
to 
pay the amount that the 
court 
de­ 
cides but the property is now in the 
possession of the icty. 
Action on preliminary surveys and 
a discussion of 
the 
proposition 
in 
general are expected to come up at 
the regular monthly meeting of the 
Council Monday night. 
Under 
the 
present plan an engineer of the State 
Highway Department will be loaned 
the city to make the surveys and 
it 
is thought that the contract may be 
let in time to get the same company 
which gets the contract 
of 
paving 
Highway 60 south to New Madrid as 
they will be here with their machin­ 
ery and should 
be 
able to do 
the 
work considerably cheaper than . a 
company which would have to bring 
machinery here for the job. 


0 GHWAY 61 IN N. M. 
COUNTY WILL BE BUILTI 


Today a petition was filed 
in 
the 
New Madrid County Circuit Court by 
the State Highway Commission 
of 
Missouri for the purpose of condemn­ 
ing property needed for the right-of- 
way for IT. S. Highway 61, through 
New Madrid County from Sikeston to 
Portageville. 
AH the 
right-of-way 
had been given by the property own­ 
ers with the exception of twenty-one 
landowners, which represented but a 
small fraction of the entire right-of- 
way needed. 
A strenuous efiort had lw*en made 
previously to 
get 
the 
landowners 
along the route to give the right-of- 
way so that this road can 
be 
built 
this year. 
Having secured practical­ 
ly all the right-of-way, 
condemna­ 
tion proceedings were instituted 
to 
secure the remainder, and the 
road 
can now be built as soon as contracts 
can be awarded. 
We understand that some of 
the 
parties whose property is being con­ 
demned will likely give n d«H*d before 
the time set for hearing the m atter 
at the Court House in New Madrid 
on Saturday, April 14, 1928. The con 
dcmnntmn proceedings 
through 
21 
tracts of land, were brought against 
the following 
defendants: 
George 
Caruthers, Fred Krone, Trustee; the 
heirs of Luke B. Howard, deceased, 
( two tracts); the heirs of Emanuel 
Williams, deceased; 
Willie 
Powell, 
Frunk Lewis, Mrs. Maggie Totty, J. 
II. Timherman. Alphone DeLisle, 
L. 
M arion, Prigyrel estate, Cora B. An- 
kersheil, 
Mott 
estate, 
Theodore 
Brands, Monroe Bandy, L. A. Huddle, 
L. Workman and the heirs of Elmer 
Workman, deceased; .Jonah 
DeLisle, 
M argaret DeLisle, 
John 
Braswell, 
and unknown heirs of Mattie 
Stan­ 
field, deceased; the unknown heirs of 
J. B. Bellon, deceased; Lucy J. Early 
The legal publication to the 
non­ 
resident ami unknown defendants will 
be published in this, and the two suc­ 
ceeding issues of the Record, on page 
eight. 
As stated in the legal notice 
the hearing will be held on April 14, 
at the Court House, when commiss­ 
ioners will he apjvointed to ascertain 
and assess the 
damages, 
if 
any, 
which the owners 
of 
tracts of land 
may severally 
sustain.—New Madrid 
Record. 


DRUMS AND BUGLES 
ORDERED 
Eight 
long 
bugles, 
eight street 
drums ami a drum 
major’s 
baton 
were ordered this 
week 
for 
the 
American Legion Drum 
and Bugle 
Corps from the Bueschur Band 
In 
strumemt Company of Chicago at 
a 
cost of ubout $280. 
It was decided 
a t a meeting of the Logion 
several 
weeks ago, that the corps would 
be 
organized. 


Who Can Otter These-- 
For Quality and Reliability 


POINTS 
OF 
SUPERIORITY 
1. Weltecke Service and Experience 


Roscoe Weltecke and his experience in the building line is available to all Weltecke cus­ 
tomers. 
He is willing to give you the benefit of his experience at no additional cost. His 
experience has taught him that the best of materials are the keynote to successful building. 
2. Johns-Manville Products 
Your Insurance Against the Elements 
You commonly hear “It Cannot Leak.” 
Knowing that you have a roof on your new 
home that is leak proof is a measure of insurance that is especially worth while. A leaky 
roof may cause hundreds of dollars in damaged ceiling before it can be repaired. 
Johns-Manville Roofing may be laid over the top of old roofing successfully. 
SHINGLES 
ROLLS 
PASTE 
LIQUID 


An applied properly will be guaranteed twenty years—through a whole generation. 
3* Atlas Cement 
The Essential M aterial for Permanence 
The use of cement for various uses about the home has grown with unusual rapidity the 
past few years—and why? 
Because work done with Atlas Cement lasts. 
It is not nec­ 
essary to do it over in a short time. 
4* Sherwin-Williams Paints 
It Covers the Earth W ith Satisfaction 


When building it pays to follow construction work as closely as possible with Sherwin- 
Williams Paint. 
Lumber which is given a chance to weather before paint is applied is 
never as lasting as lumber that is fully protected with Sherwin-Williams Paints. 
We 
recommend and guarantee for outside and interior work the same paint which the largest 
users of paint use, and that is Sherwin-Williams. 
5« United States Gypsum Products 
W ill Save You Many Dollars 


Not only is United States Gypsum Company’s products less per square covered, but the labor saved 
on the installation work is worthy of your consideration. 
U. S. G . Products, installed provides a finished surface for either paper or paint. 
Let us show >ou 
samples of several kinds of walls on which these products have been used. 
Only— 
The Weltecke Lumber Co. 
Office, Shop and Sheds: North o f Mo.-Pac. R. R . Tracks Between Ranney and Prairie Avenues 


WOMAN’S CLUO TO AID 
CRIPPLE CHILDREN 


More than fifty names of children 
in Scott County who need medical a t­ 
tention have been 
obtained 
by 
the 
Public Welfare Comittee of the Wo­ 
man’s Club. 
The Club is 
making 
a 
survey of the county in an effort to 
establish a Cripple Children’s Clinic 
here. 
Mrs. G. A. Dempster, chairman 
»f the committee on the work, report­ 
ed at the regular 
meeting 
of 
the 
Club Tuesday that of the forty-five 
letters to superintendents of schools 
and teachers in Scott County, 
which 
were sent out March 
19, 
a 
great 
many had not been answered but that 
in a week's time fifty names 
were 
obtained. 
The regular meeting of the Club 
was held at the home of Mrs. L. 
O. 
Rales Tuesday afternoon with sixteen 
members and two 
visitors 
present. 
Mrs. C. C. White was leader and had 
as her subject “Know Y’our Country 
and Town". 
Special music was sung 
and 
the 
collet 
read. 
A business 
meeting was held first and it was de­ 
cided that the tree in honor of 
the 
retiring president of the Federation 
of Woman’s Clubs, Mrs. L. D. Sher­ 
man, which had previously been de­ 
cided upon, would be planted in Ma­ 
lone Park with fitting services. 
Mrs. C. C. White spoke of the Club 
Woman magazine’s 
special 
edition 
for May which will 
be a 
Southeast 
Missouri Number and 
pointed 
out 
that as the magazine goes into 40.- 
000 homes that it will he a big boost 
to this section. 
A sum of money was 
voted by the Club 
for 
advertising 
purposes in the magazine, the 
back 
cover of which will be devoted to the 
different Clubs of Southeast Missou­ 
ri. 
Mrs. Marion Keith, field represen­ 
tative of the American 
Red 
Cross 
spoke at the end 
of 
the 
business 
meeting on the work of the Red Cross 
in Scott County and its plans for the 
future. 
Mrs. H E. Dudley, chairman of the 
Art Exhibit committee spoke of the 
oming exhibit which is hoped to 
be 
given the last of April. 
A brief dis­ 
cussion of the exhibit was held. 
Mrs. Keith and Mrs. W. H. T an­ 
ner 
were the 
guests prseent. 
The 
nrxt m rfting nf t ho 
riu b * will 
be 
held at the home of Mrs. G. A. Demp­ 
ster with Mrs. H arry Dudley leader, 
Tuesday, April 10. 


CANALOU MEN GIVEN CHANGE 
OF VENUE IN RAPE CASE 


Roscoe Weltecke 
SIKESTON, MO. 
Telephone 460 


W alter Moore. Trigger Sexton ami 
Tobe Bomer, all of Canalou, charg­ 
ed with the rape of 
a fifteen-year- 
old daughter of a Canalou 
farmer, 
who were to have had a preliminary 
hearing before Justice G. W. Duke 
of Big Prairie Township Wednesday, 
were given a change of venue. The 
hearing will be before Justice C. H. 
Shellenberger of New 
Madrid next 
Wednesday morning. 
The men were 
released under bond. 
The State is represented by Prose­ 
cuting Attorney J. Yal Baker of New 
Madrid, assisted.by M. G. Gresham 
of Sikeston in this this case. 
Thom­ 
as G alii van of New Madrid is repre­ 
senting the defendants. 
State w arrants have been 
sworn 
out 
for 
H arry 
Robertson, George 
Neil, Willie Maze, Buster Crumpeck- 
er and Chick Adams, 
but the 
men 
have not been located, but a search 
is being made. 
The evght 
men are 
alleged to have taken advantage 
of 
the girl who is not entirely bright. 


SPECIAL M l’SIC FOR PALM 
SUNDAY IS ARRANGED 


Special music has 
been 
arranged 
for both morning ami evening serv­ 
ice-« at the Methodist Church, 
Sun- 
lay. 
The special Palm Sunday pro­ 
gram in the morning will include the 
singing of the anthem “O Immortal 
King”, 
by 
B> icket 
by a chorus of 
twelve v o ic e s . Mi>. F. W. Van Horne 
will be at th“ pian<> and Miss 
Helen 
Welsh is assistant with the violin at 
the morning service. 
At the evening service, 
Miss Lill­ 
ian Shields will sing “ Fling Wide the 
Gates", by H airy ltowe Shelly. 
The 
following additional voices will 
as­ 
sist during the services and through­ 
out the revival: 
Mesdames Ray Burns, S. W. Apple­ 
gate, 
W. E. 
Hollingsworth, R. 
C. 
Matthews ami Misses Sadie 
Emory, 
Virginia Hudson, Messrs. J. S'. Ross. 
W. E. Hollingsworth, 
Y. 
P. 
Ellis, 
Frank Schulte. Caroll Sutton, Frank 
Miller, Conley Purcell. 
All others who can assist in 
the 
singing are invited into the choir. 


Mrs. R. C. Finley was a Cape Gir­ 
ardeau visitor, Monday. 
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C*E Z 
T H E 
& J K E S T O M J N 


By 1. C. SIK ESTO N 


ThoRc garden spots are queer act­ 
ing things at times. 
They will often 
Entered at the Postoffiee at Sikeaton.l (M>ke along and then every plant 
in 
Seott County, Missouri, as second- 
class mail matter, according to act j 
of Congres*. 


Rates: 
Display advertising, per single 
col­ 
umn inch, net ......................................25c. 
, 
Reading notices, per line ............... 10c| ^eir scratching. 
Bank statements .......................... $10.00 
Prohate notices, minimum . . . . $ 5.00 
Yearly subscription in Scott and th« 
adjoining counties .....................$1.50 
Yearly subscription elsewhere in the 
United States .............................$2.00 


hem will come out at the same time. 
One of the neighbors had that 
ex­ 
perience with his garden Inst 
week. 
His request is that the chicken own- 
rs keep their hens at home to 
do 


STATE REPUBLICANS 
ENDORSE LOWDEN 


The Republican State 
Convention 
meeting at St. Joseph endors(*d form­ 
er Gov. Frank O. 
Lowden 
for 
the 
nomination for 
the 
presidency late 
Monday, and commended 
his candi­ 
dacy to the Missouri delegates to the 
Republican 
National 
Convention 
which meets in Kansas City June 12. 


SIGN 
TH E PETITION 


Petitions favoring the $75,000,000 
road bond is«uc have been received in 
Sikeston and are now at the Division 
10 otJiee. 
These 
petitions 
require 
five per rent of the voters signatures 


Cigarette lighters may come ami 
i gar et te lighters may go, but their 
-tories will go on forever. 
The Sik- 
stonian saw John 
Fisher 
try 
his 
ighter exactly seventeen times 
in 
Dud’s last week liefore it lit. 
That 
<houJd he a record for patience 
or 
omcthing. 
* 
* 
* 


11. J. Welsh 
tells 
this 
for 
the 


first few years of 
its 
existence 
a 
majority 
of 
the 
students were of 
high school rank, but gradually it ac­ 
quired a collegiate ntmosphere, and 
on June 22. 1916, a resolution 
was 
adopted making it a standard 
four- 
year college. The first session of the 
school opened in June. 1SM>6, in 
the 
Central School Building with an en­ 
rollment of some 300 students. 
The 
fall term opened in a building on the 
Normal grounds 
which 
had 
been 
formerly occupied by the Maryville 
Seminary, having been included 
by 


000 signers. 
We do not think that 
it will he hard to get the 50,000, hut 
the goal should be 100,000 at least 
to insure that the 
proper 
for the issue is present 


The seven delegates at large nam­ 
ed by the Missouri convention to the lube city ami county in their original 
National Convention 
are: Gov. Sam donation 
to 
the institution. 
The 
B. Baker, former Gov. Arthur Hyde, 
lasses met in the Seminary ami 
in 
Mayor Victor Miller of St. Louis, Ed- various parts of the city until 
the 
mond Koeln of St. Louis, Mrs. Lieu-1 completion of the new building. There 
tellus Cunningham of Bolivar, Mrs. was great disadvantage in not having 
(I. W. Zwick of St. Joseph and Walth- ample space and »»quippmcnt but with 
nil M. Moore, negro. 
the porservance ond co-operation 
of 
The Scott County delegates who at Maculty and 
student 
body, 
classes 
tended the convention and cast the were successfully held in the cramp 
seven votes 
alloted 
to this 
county 1 d 
quarters 
available. 
However, 
Judge W. C. Bowman, of Sik- these hardships were borne gladly in 
truth. 
He says 
that he was called to |p<*ton; E. H. Moore, Illmo, ami D. P. ‘he anticipation of the new building 
•onduct the funeral 
of a 94-year-old Bailey of 
Blodgett. 
Judge Bowman being erected which was completed in 
uigro woman near Cape Girardeau. *a id that the convention was a sue-J October, 1910, on a campus of 
117 
This one large administration 
was 
“a complete 
school 


before the issue can i»e placed on the 
referendum or a total of about 80,-| îie w*a having difficulty in finding re- |cess, that much interest was sh ow n I acres 
atives, but was finaly informed that ¡and that the convention was handled building 
he woman’s father could he found at | in a systematic, harmonious manner, 
he “da-po” 
in 
Cape 
Girardeau. | The 
Scott 
delegates 
returned late 
feeling |where he was a porter ami that if he Tuesday afternoon. 
was not at work, he might Ik- found I 
The reading of the Lowden plank 


world under one roof”. 
The enrollment of the school 


creased from 175 
students 
in 
the 
regular school term of 1906-07 to 800 
to 900 in the past 
few 
years. 
The 
first faculty consisted of fifteen mem­ 
bers ami the present faculty consist 
of approximately sixty regular mem­ 
bers. 
The growth of the school has 
not 
l*een in enrollment ami faculty alone, 
for the campus has been l>eautified, 
outside activities have been constant­ 
ly gaining impetus ami most import­ 
ant is the high standard attained by 
the school. 
It has been 
ably 
con­ 
ducted since 1921 by President 
Uel 
W. Lamkin, former superintendent of 
public schools of Missouri, 1918-1918. 
Since the earliest days of her his 
tory, Missouri has realized that 
the 
foundation of good government is an 
educated citizenry ami therefore has 
diligently devoted herself to the es­ 
tablishment 
of 
schools. 
"She 
has 
realized that the best of educational 
equipment is not for the few alone 
but for the mass 
of 
her 
citizens”. 
With this attitude toward educating 
her people, Missouri has established 
five State 
Normal 
Schools 
(made 
State Teachers Colleges by law 
ap­ 
proved May 20. 1919), the Teachers’ 
College at the University 
of 
Mis­ 
souri, and Lincoln University in Jeff­ 


erson City for the training of 
tire 
negro- -placing a school in all 
sec­ 
tions of the State. 
“While the schools seek to give an 
all round education, it ever holds be­ 
fore the 
student’s ’ mind 
that the 
knowledge he receives must become 
that wisdom which is enabled to im­ 
part itself to another”, or the art of 
teaching the teachef to teach. 


Treat All Seed Potatoes 


All seed potatoes need 
treatment, 
according to the Missouri College of 
Agriculture. 
Certified seed 
should 
be treated as well as others for cveh 
certified seed may show some disease 
No fields of potatoes will be entirely 
free from disease so that the formal­ 
dehyde 
or 
the 
corrosive sublimate 
treatm ents will be good 
insurance 
Details on Controlling Potato 
Dis­ 
eases by Seed Treatment, Extension 
Circular 197 that is now being print 
ed. can he secured free from the Mis 
souri College of Agriculture, Room 
127, Columbia. 


After reading the day’s news 
one 
conies to the conclusion that 
all Eu 
rope would go to war if all Europi 
was not afraid to.—Charleston Mail 


Above all, Sikeston. the home 
of d th*1 borne of his father, who was a was greeted with cheers after 


Bermudas 


the Chairman of the State Highway j' arnit'r- 
Commission 
should be 
behind this 
movement DM) per cent. 
If each 
of I 
Mort Griffith thinks the 
the several organizations were 
t o | arr 'n England 
take a petition and 
sign to a man 
the proposition can 
he quickly 
put I A 16-months-old baby was 
over. 
The 
Lions, 
Woman’s 
Club, uninjured 
in 
a 
ditch after 
Chamber of 
Commerce and 
other rb ro w n through two windshields near 
club officials 
should get these peti-1 Galina, Kansas, so a newspaper from 
tions at once and have them signed. I that 
State 
says. 
Brother, 
thosi 
Let’s show the State how Sikeston windshields weren’t—or if they wuz 


the 
had 


feels about the matter! 


A. GREENER & SONS 
WHOLESALE DRY GOODS 
157-159 Union Avenue 


Memphis, Tenn., 
March 27, 1928 
Editor, 
Sikeston Standard, 
Sikeston, Missouri. 
Dear Sir: 
The writer wants to thank you 
behalf of the Greener 
Price 
Right 
Stores, Mr. Tom Baty, as well as my­ 
self for your 100', co-operation with 
our different advertisement*. 
It might interest you to know that 
our last Saturday’s sales at Sikeston, 
w is the largest of the New Year. For 
this wonderful increase in business 


'hey were turned down. 
Miss So-and-So has returned from 
a delightful visit to Memphis. 


The Standard refused to print paid 
advertisement 
of 
some 
so-called 
evangelists who were claiming to 
he 
able to cure cancer, goiter, those who 
had been blind from youth, etc., 
as 
we did not propose to be a party 
to 
any such 
fakes. 
The 
woman 
who 
brought in the advertisement told us 
we would be damned if we did 
not 
have faith, and we told her we’d 
he 
lanined if we printed her stuff, so we 
parted. 


hostile Resolution 
Committee 
changed its recommendations. 
The 
Resolutions 
Committee had 
shortly after it met at noon voted 10 
to 6 not to endorse Lowden and 8 to | 
found jg not to 
instruct. 
This 
upset 
an 
being agreement entered into by the party 
managers Sunday night at which the 
endorsement of Lowden was decided 
upon by a compromise. 
When the party chieftains heard I 
the adverse recommendations of the 
committee they besieged the commit­ 
tee until it hacked 
up 
and 
wrote 
the Lowden plank. 
The Resolutions Committee’s 
re­ 
port which was 
approved 
by 
the 
convention 
commended 
President 
Cool id ge and his administration and 
the Department of Justice for 
their| 
untiring 
efforts 
to 
eliminate 
and 
punish those who have been guilty of] 


It looks now* as though things are 
-hnping up to have a right interest­ 
ing election. 
Some 
new blood 
will 
, 
, 
. , , . , 
A 
.lock horns with some of the present 
we feel 
greatly 
indebted 
to yo u r| rnemV)<» 
splendid paj>or. 
Thanking you for past favors, I am 
Very truly yours, 
W. M. MONK, 
rnrector of Sales & Advertising. 
WMM-P 


rs of the Council which gives 
promise of a real fight, especially in 
the Third and Fourth Wards. 


• 
• 
• 
* 
With a sturdy captain and a true- 
hearted crew—the good ship weath­ 
ered the storm. 
This community is 
our ship. 
We are depending upon 
it 
to get us safely into port. The cap 
Some few deplore the fact that the 


Sunday picture *h»w should be con-1 win and'’th T erew T f thiT Y ori ship 
aide red at the election 
the 
coming! are no one else hut oursleves 
and 
Tuesday. 
That is the only question our 
neighbors. 
Working 
together 
in the election of the Aldermen 
if I with and for one another, 
we 
can 


the present Board had given the vot- bri'" ' T 
ship safely thr" " k’K 
the 
I storm of competitive business, safely 
era of the 
c.ty 
an 
opportunity to jnto the port 
of 
Kr(.ater pl„ Hperity 


have voted en the 
proposition 
the for one and all. 
But each member of 
m atter would have cut no figure 
in the crew must do his share. 
Are we 
the city election. But as they did not doing all we can, all the 
time? 
If 
see fit to give the public an opportun- J n°L h*t s start today. 
If 
we 
are, 
ity to express themselves, the Sunday phen le ts do more, 
picture show will cut considerable of 
* 
* 
a figure. 
In Ward 1, both Aldermen 
A 
Municipal 
Twilight 
Baseball 
favored letting it come to a votei so L e a g u e ior Sikeston would do much 
Alderman Wilson has no opposition toward giving PeP Ui th^ summer af- 
at this time. 
In Ward 2 it was be- ternoons in Sikeston. 
If about four 
lieved 
the present members would u*ams were organized from different 
leave it to the public, but when Al- imlustr'es an<l organizations in town 
derman Hayden voted No, his fellow aml about two games per week were 
warder voted the 
same 
way. 
In | Pla >’od, entertainm ent would be fur­ 
nished fur the baseball fans of Sik- 
leston and exercise would be afforded 


misconduct in public office. 
The resolutions carried a general 
denunciation of the oil scandal, hut 
the names of Fall, 
Daugherty 
ami 
others were not mentioned. 
The resolutions recited that Repub 
licnas feel deep resentment 
toward 
former officials who had been traitors 
to their public trust. 
The resolutions stated in addition, 
however, that it is with resentment, 
too, that 
Republicans 
feel 
toward 
those who attack Republican purpos­ 
es and patriotism. 
While oil was much discussed 
by 
speakers called 
upon 
to kill 
time 
while the Resolutions Committee was 
wrangling over the Lowden endorse­ 
ment, the resolutions did not go 
as 
far as was indicated by statements 
of leaders before the convention. 
The Resolutions Committee 
hro’t 
in its report, including 
the Lowden 
endorsement, ahead of the election of 
delegates-at-large, 
which 
had 
just 
started at 6:30 p. m. 
The resolutions contained a strong 
farm plank, but did not carry an en­ 
dorsement 
of 
the 
McNary-Haugen 
bill. 
The Baker and Coolidge admin­ 
istrations were endorsed. 


Easter Candies 


GLOVES 
of 
Eastertide 


In this showing you will find an 
ample range of glove styles for 
Easter wear. 
The new effects 
are well emphasized and inter­ 
preted in the complete showing 
of gloves. 


Easter is the tim e of the year w hen the children look for­ 
ward to an extra liberal allow ance of candies. 
Here are 
the kinds they may eat w ithout harm. 
Pure fruit coloring 
decorate candies made fiom purest ingredients. 


Whitman's 
Hollingsworth 's 
Janny Lind 
(mfccZumety 


THIS WEEK IN MO. HISTORY 


Ward 3 it was known that Alderman 


( <>x personally opposed it, but it was 
hoped he would be broad enough 
t o | son,e hfty young men. 
let the people speak. 
There was no 
thought of how Alderman Boardman 
would vote by those estimating 
the 
chances of 
placing 
it 
before 
the 
people. 
on the question, Alderman Gross fa­ 
vored letting 
the 
voters say 
the 
word, while Alderman Denman 
known to be quietly fighting it, but|^M>n*<r Cemetery, Wednesday 
saying nothing in his paper. 
He is 
doing the same now in his efforts fori 
The Standard $1.50. w year 
re-election. 
In Ward 2, 
Charles F. 
The incubator should be disinfect- 
Ik-bbeler, a young business man and U*! thoroughly after 
each hatch, 
the 
property 
owner, favors the 
people disinfectant being thoroughly 
applied 
voting on the question, and favors to all interior parts after the 
ma 
the proposition believing it will help chine has been cleaned and all dirt 
the business interests of the commun-1 an<t down removed. 
Care should 
be 


12-YEAR-OLD GIRL DIES 


Zelma Byrd, 12-year-old daughter 


Ward 4 was equally divided | of Mr* an4i Mrs* IL E ’ Bvr(1* of near 
Sikeston. died at her home, Tuesday 
Funeral services were held 
at 
the 
was i Byfd home and burial at the 
Car- 


ity and will not hurt the 
churches. 
The same can be said of E. F. Schorle 
in Ward d and F. F. Young in Ward 
4. 
The 
Standard 
strongly 
favors 
giving the voters a chance 
to 
say 
what they want and 
not 
force 
the 
public to seek other cities and 
sec­ 
tions for amusement instead of stay­ 
ing at home and spending their mon­ 
ey. 
The attitude of some that they 
can go to church or go to hell is all 


taken to* use an efficient disinfectant, 
such as a saponified cresol solution. 
After the hatching season is 
over, 
clean and disinfect 
the 
incubator, 
empty the lamp, and carefully store 
the parts inside the machine. 
The large losses to 
oat 
growers 
caused by the smut diseases can 
be 
almost wholly prevented by disinfect- 
ing 
the 
seed 
with 
formaldehyd* 
shortly before sowing. 
One ppint of most immediately and he entered up- 


( Floyd C. Shoemaker) 
“ What 
for 
many 
years 
was 
a 
‘schoolmaster’s dream’ at last found 
realization”. 
This 
“dream ” 
which 
was in the minds 
of 
the more pro­ 
gressive teachers of Northwest Mis­ 
souri for more than thirty years was 
realized on March 
25, 
1905, 
when 
Governor Joseph W. Folk 
attached 
his signature to a bill creating Nor­ 
mal School District 
Number 
Five 
in Northwest Missouri, out of nine­ 
teen counties hitherto belonging 
to 
the First District. 
The aim of the 
school 
from 
its 
creation was to supply the long-rec­ 
ognized need of giving to Northwest 
Missouri the professional education­ 
al facilities which other sections 
of 
the state were enjoying. 
The North­ 
west Normal School was intended to 
recruit and improve the everehang 
ing army of three thousand teachers 
in that section of. the State. 
Maryville was selected as the sit« 
of the school by a commission 
ap­ 
pointes! by the 
Governor. 
Material 
aid began with the 86 acres of land 
and the* $58,000 tendered by the city 
of Maryville and Nodaway county. A 
board of regents was appointed and 
at its first meeting in St. Joseph on 
January 11, 1906. Prof. Frank Deer- 
wester of the State Normal 
School 
of Warrensburg, was chosen 
presi­ 
dent. 
His executive duties began al- 


wrong. 
Give them a chance to 
be (formaldehyde added to 40 gallons of 
weaned away from worse things and water is enough to treat 50 bushels 
perhaps it will be an easier m atter of seed. 
Sprinkle the solution on the 
ti> get 
them to attend church. 
The j seed while it is being shoveled from er stone was laid on October 
12, 1907, 
posting 
of the remonstrance petition 1 one pile to another, cover with blan- and was witnessed by 
10,000 persons; 


on the task 
of 
organization which 
progressed rapidly. 
The faeutly was 
chosen on March HI, 1906. 
The corn- 


thiough the churches was taking u n -! kets nail leave for at least 2 hours, ceremonies were conducted 
by 
due advantage of many 
and 
caused 
embarrassment. 
Some who signed 
in church have 
stated 
they 
would 
\ 
ye 
if they had a chance. 


the 
the 
or overnight, 
( are to avoid freez- Masons and Governor Folk was 
ing or heating is essential, and 
if speaker of the day. 
sowing is delayed the seed should be 
The Northwest Normal began as a 
spread out arai dried. 
twt>-year normal school. 
During the 


A Wonder Value 
Living Room Suite 


Compare the values we are offering 
in Living Room Suites before you 
decide upon what to get for refurnish­ 
ing your home this spring. An ample 
selection of designs from which to 
choose. 
Also j ust unloaded a car of D. R. & 
B. R. Furniture of a quality to suit 
the most discriminating buyer. 


Phone 150 
Rose Furniture Company 
Front Street—Sikeston 


HOSIERY 
for Spring and Easter 


Hosiery of the quality 
of 
thin 
usually sells for a much h ig h er 
price, hence it will prove econ­ 
omy for you to buy liberally and 
now. 


Dsy Rubbers 
for W e t Days 


A good 
pair of 
rubbers save 
many times their 
cost in 
the 
protection they afford the foot­ 
wear. 


Finely Fashioned 
UNDERTHINGS 
of Fine Materials 


Especially worthy of your atten­ 
tion are these new underthinKs. 
They are so fine in texture, 
so 
beautifully made and so low in 
price. 


45 — Phones—46 


Pinnell Store 
Go. 


“The Most of the Best lor 
the Least” 


TUESDAYS AND FRIDAYS 
THE 3IEK8T0N STANDARD 
FRIDAY MORNING, MARCH 10, ’2« 


CUTLER FAVORS S. E. 
MO. IN RADIO TALK 


MARCELINE DAY AND BETTY 
COMPflON WITH CHANEY 
IN "THE BIG CITY PETITIONS FOR BOND 


Southeast Missouri 
was 
compli­ 
mented and the road situation in gen­ 
eral discussed and 
explained in 
a 
radio address given at Jefferson City 
Friday by T. H. Cutler, Chief Engi­ 
neer of the State Highway 
D epart­ 
ment., 
The importance 
of 
proper 
drainage for highways as a funda­ 
mental necessity, the present 
condi­ 
tion of the Missouri Highway system 
and particularly 
in 
Southeast Mis­ 
souri were also discussed. 
A part of 
the speech which refers to Southeast 
Missouri and flood control, etc.. fol­ 
lows: 
*To the State 
of 
Missouri, 
this 
question of flo<*d control is very 
im­ 
portant and to that section 
of the 
State known as Southeast Missouri, 
it is an extremely vital question. 
“The term 'Southeast Missouri’ to 
the person acquainted witih the 
te r­ 
ritory, means that part of Missouri 
that is bounded on 
the 
north 
and 
west by the Ofarks, on the east 
by 
the Mississippi River, 
and 
on the 
south by the Arkansas State line. 
"In glancing at a map nf Missou­ 
ri, one sees the 
counties of 
Capt 
Cape 
Girardeau, 
Scott, 
Stoddard 
But lor, 
Mississippi, 
New 
Madrid, 
Pemiscot an«l Dunklin, in 
the ex­ 
treme lower right hand corner of the 
State. 
This territory has been, 
un­ 
doubtedly, a part of the Mississippi 
flood pluin, and sometime in the ages 
past, the Oxarks were bluffs forming 
the western banks of the mighty riv 
er. 
The soil found in this territory 
U*ars out this hypothesis, it lieing 
clcaily of an alluvial nature. 
“ Highways, as 
we 
know them, 
were unknown in Southeast Missouri 
prior to about 1910. On nearly every 
ridge was a north and south 
road, 
and at irregular intervals there were 
cross and sbb* 
road s leading 
from 
the main road to the brink of the p ar­ 
ticular ridge. 
“ Between 1910 and the time of the 
enactment of the centennial road law, 
the counties of Southeast 
Missouri 
voted a total of about $10,000,000 
in 
bora is for highways and began 
the 
construction of roads. 
Much of this 
money was advanced to 
the 
State 
Highway Depratment and will Ik* re­ 
turned to the counties in the nature 
of refunds. 
The highway program 
in the State owes much to Southeast 
Missouri. 
No section 
of 
Missouri 
has advanced, in such a short space 
of years, a s rapidly as has this coun­ 
try. 
More railroad 
mileage, 
more 
highway mileage, more general 
de­ 
velopment, greater increase in values 
ami taxable wealth, greater increase 
in population, general ami 
propor­ 
tionate. are to be found in Southeast 
Missouri than in any other rural sec­ 
tion of the State. 
At 
the 
present 
time, ist general status ranks favor­ 
ably with any section in the State, 
and has all lw*en attained in 
twenty- 
eight years. 
"It is said that $63,000,000 in bonds 
were issued in Southeast Missouri for 
the construction of 3000 
miles 
of 
drainage ditches and levees. This ob­ 
ligation has to be met by taxing pro­ 
perties in 
the 
drainage 
district. 
Drainage taxes in Southeast Missou­ 
ri run as high as $3 an acre, and to­ 
gether with other taxes, poor farm ­ 
ing conditions, which have prevailed 
the last few years, 
droughts, 
ex­ 
cessive rainfall, cyclones, hail storms, 
floods, etc., it seems absolutely 
ne­ 
cessary that outside aid must be had 
to pay the cost of any additional flood 
protection and drainage extension. 
"Being in constant touch with the 
citizenry of Missouri, I believe that 
1 voiced the sentiment of the people 
when I say that the State of Missou­ 
ri, particularly Southeast Missouri, is 
deeply interested in the control 
of 
the flood waters of the Mississippi 
and its tributaries, 
terested in the benefits to be secured, 
und critically interested in the 
dis­ 
tribution of the cost of the 
under­ 
taking. 
It is hard to conceive of any 
additional burdens being placed 
on 
the Southeast Missourians, who 
al­ 
ready have, obligated themselves to a 
state of 
bankruptcy 
in 
providing 
levees, drainage ditches 
and 
high­ 
ways". 


The heroine of l^on Chaney’s 
first 
success on the screen, and his lead­ 
ing lady in one of his latest pictures, 
play together with him as a sort 
of 
feminine Alpha ami Omega of 
his 
career 
before 
the camera, in "The 
Big City’*, his new Metro-GoMwyn- 
Mayer starring vehicle coming Mon­ 
day and 
Tuesday 
to 
the 
Malone 
Theatre. 
They are Betty Compson, who first 
won fame with him in “The Miracle 
Man", and Marceline Day, who 
was 
his heroine in "London 
A fter Mid­ 
night”. 
Miss Compson, who has never play­ 
ed with Chaney since the time both 
won 
stellar fame 
in 
"The Miracle 
Man", plays the "moll” or accomplice 
of the gangster chief, portrayed 
by 
Chaney in the new production 
and 
Miss Day tihe heroine as a shopgirl, 
innocently enmeshed 
in their plots. 
James M urray plays the 
shopgirl’s 
sweetheart, a young 
gangster. 
The 
play is a vivid romance of New York 
night life and 
the 
underworld. 
A 
sensational holdup in 
a fashionable 
night club, a police battle, and other 
thrilling details surround 
the 
ro­ 
mance of the shopgirl and the 
two 
gangsters. 
Among the cast are Vir­ 
ginia Pearson, Matthew 
Betz, John 
George, W alter Pencival, Lew 
Short, 
Alfred Allen and others of note. 
Tod Browning 
directed 
the 
new 
story from his own original, as soen- 
arized by W aldemar Young. Brown- 
*ng. Young ami Chaney are the trio 
responsible for "The Unholy Three", 
"The 
Blackbird", 
"The 
Unknown" 
and other notable success of 
"The 
Man of a Thousand Faces". 
One of the most elaborate picture 
sets in years was the replica of 
a 
fashionable night club, based on that 
operated by the famous Texas Gui- 
nan in New York, in which a big bal­ 
let of pretty girls appeared in a sen­ 
sational dance. 
Another interesting; 
set was that of a negro cabaret, sueh 
as may be found in Harlem, and 
in 
which several of the dramatic epi­ 
sodes of the picture, including a sen­ 
sational police rani, were staged. 


ISSUE 
RCULATED 


HIGH QUALITY HAY R E­ 
QUIRES CARE l \ HARVESTING 


The quality of the hay crop 
de 
pends largely on the manner in which 
it is harvested. 
Extra line 
alfalfa 
hay may contain one-third more pro­ 
tein 
than 
wheat 
bran 
while poor 
quality alfalfa may have a third less 
protein than bran. 
The quality de­ 
pends largely on the way in which it 
is cured ami handled, hence the ne­ 
cessity for using the 
l**st 
methods 
and machines available. Best results, 
according to college experiment sta ­ 
tions, are obtained by raking the hay 
with a side delivery rake immediate­ 
ly after mowing, allowing it to 
dry 
evenly in 
light, 
airy winurows. 
If 
dried in the swath, the leav •» often 
become over 
dry 
and 
break off in 
handling, thus causing the 
hay 
to 
lose much of its feeding value. Swath 
dried hay is seldom of as good color 
as the windrow dried product. From 
the windrow the hay 
can 
best 
be 
handled by a bay loader, or by using 
a sweep take to bring it to a baler 
which is operated in the field. 
This 
method saves a great deal of labor 


CAN BEAUTIFY FARM (¡ROUNDS 


MAKING ORCHARD PROFITS 


The farm home, usually with a set 
ting of natural beauty, can In* made 
much more attractive 
by 
judicious 
use of native shrubs, vines and flow 
ers and by some rearrangem ent 
in 
most cases, 
finds 
Miss 
Julia 
M 
Roche ford, extension specialist 
for 
the Missouri College of Agriculture 
Blended grouping* near the corner 
of the house and the foundation hely 
The State is in -Ito uvo’^ 
ap|H*aranee 
sharp an 
gles and straight lines. 
A driveway 
at one side of the yard, rather than 
breaking up the central portion 
of 
the lawn, is to be desired. 
The service part of the yard should 
be kept hack of the house. 
This in 
eludes the wood yard and the pile of 
cast off farm machinery ami automo 
bile casings. 
The clothesline can be 
run between posts to the rear of the 
dwelling. 
A screening of vine 
shrub plantings will help to 
insur 
privacy in the work area. 
White paint is especially attractiv 
for a farm home as it is less likely 
to be discolored by soot than in 
the 
city. 
Good linseed oil and white lead 
will produce the best results, both for 


Initiative petitions for the propos­ 
er! Constitutional 
Amendment 
au 
thorizing an issue of $75,(KM),000 
in 
bonds with which to speed 
up 
the 
completion of Missouri’s 
7040-mile 
State highway system, and mid a sup­ 
plementary system of farm-to-m ark- 
et mads, were put in circulation this 
week. 
It is planner! to circulate the 
petitions in every county in the State 
and to secure, if possible, 100,000 or 
more 
signatures. 
The 
proposition 
will lie voted upon at the coming No- \ 
vember election. 
The petitions are befog circulated 
by volunteer road enthusisast und er[ 
the direction 
of 
the Citizens’ R.»ad j 
Bond Committee, of which Major L. 
C. Stark, of Louisiana, 
is 
general 
chairman. 
Under the law the petitions 
must 
hear the signatures of at least 5 per 
cent of the legal 
voters 
in 
eleven 
Congressional Districst ami the miri- 
mum requirements would he about 
15,000 names.’ 
In order to give 
the 
proposition a wider appeal, however, 
it was decided to circulate in all six- 
en Congressional Districts and 
as 
many signatures as possible must In* 
filled with the Secretary of State by 
uly 6. 
Blank petitions have been sent for 
iivulation to Chamber of Commerce 
ami other civic organizations, auto­ 
mobile clubs, the different 
division 
headquarters of the State Highway 
Department, all of the official 
g a r­ 
ages of the Automobile Club of Mis­ 
souri. and many other organizations 
and individuals who have volunteer­ 
ed to help secure signatures, accord- 
ng to Anthony A. Buford of Elling­ 
ton, general secretary of the Citizens’ 
Road Bond Committee. 
"There seems to be a tremendous 
sentiment in favor of the $75,(MH),0<H) 
issue", said Buford. 
“The Citizens’ 
Road Bond Committee, of which Ma­ 
jor Stark is goneral chairman, open­ 
ed its state headquarters at 1405 Fed- 
ral Cotnmetce T rust 
building. 
St. 
xiuis, only a few days ago, but 
we 
have already received scores 
of 
re- 
juests for copies 
of 
the 
petition 
from citizens who wish to help cir­ 
culate them. 
We are glad to have 
the help of these» volunteer 
workers 
in ever> County”. 
A statement prepared by Chief E n­ 
gineer Cutler, of the State Highway 
Department, accompanies the 
peti- 
ions. 
It is to the effect that the pro­ 
posed bond issue will l>e paid for out 
of the State automobile licenses 
anti 
gasoline tax. without increasing them 
and without levying a property 
tax. 
Mr. Cutler states that the $75,000,000 
issue will make possible the comple­ 
tion of the 
present 
State 
highway 
system of 7640 miles by 103.1, or four 
years sooner than will 
he 
|>ossible 
under the 
pay-as-you-go 
plan. 
It 
will also provide refunds for counties 
and sub-divisions which have issued 
bonds to build state roads; create 
$40.000,000 fund for building a sup­ 
plementary system of State 
main­ 
tain farm-to-market roads in 
every 
County, beginning in 1930 and being 
finished by 
1937; 
widen 
existing 
road* and build new ones to relieve 
traffic congestion, and add about 300 
miles to the existing state road sys­ 
tem, filling up gaps, nad giving 
ac­ 
cess to the State parks. 
Cutler also 
states that without a bond issue, or 
an increase of taxes, funds will 
not 
U* available, nor will there 
be au 
thority for, the construction 
of 
i 
system of farm-to-market roads. 


MISSOURI FARMERS WILL 
PLANT MORE THIS YEAR 


Here is the prescription but you 
will have to carry out tihe plan and 
nttend to every detail: 
1. 
Give every orchard 
operation 
personal supcrvisio nat all times. 
2. 
A careful check on the cost of wear and appearance, and a gallon of 
all labor, equipment, materials, 
in-j paint will cover 4(H) 
to 800 square 
terest, taxes, etc., is of vital import- feet of surface. 
Outbuildings should 
unce. 
, he painted the 
same 
color 
as the 
3. 
Thoroughness, timeliness, ami house since all are a part of the same 
a love for the work 
have 
always i nit. 
All should Ik * kept in 
good re­ 
made orcharding profitable. 
pair us even a sagging 
gate 
or 
a 
4. 
Believe in 
the 
industry 
and broken step jars in the setting of an 
Hu* future of orcharding in Missouri attractive farm home. 
no state offers greater o p p o r t u n i - ------------------------------ 
tics. 
The way to get rid of Hies is 
to 
5. 
People 
will 
always 
demand eliminate their breeding places. De­ 
quality fruits, the price is sure to be stroy any that get in the house 
or 
good, and Missouri has natural ad- hatch 
unnoticed. 
Put 
up screens at 
vnntuges 
unexcelled, 
ami 
rarely the earliest possible time 
in 
the 
equalled.—'T. J. 
Talbert, 
Missouri sppring. 
See th a t all screens 
College of Agriculture. 
doors fit closely. 


Jefferson City, March 24.— Missou 
ri farm ers are planning to plant 8, 
009.000 acres in crops 
this 
spring 
compared with 7.6(H).(HH) acres plant 
ed in 1927, «cording to the 1928 "in 
tent ions" of Missouri farm ers, 
an 
nounced today by the United State 
Bureau of 
Agricultural 
Economic 
and the State Board of Agriculture 
Present plans indicate there will be 
6.191.000 acres com planted, against 
5.953.000 planted last year, the 
a n - 1 
nounccment said. 
Oats will total 1,- 
793.000 acres, compart'd to 1,630,000 
in 1927, if the intentions art* carried! 
out, and spring wheat will 1m* plant 
ed on 14.000 acres, compared to 10, 
000 last year. 
For other spring plantings, inten­ 
tions are: 
Barley, 11.000 acres, com­ 
pared to 7000 in 1927; potatoes, 98,- 
000 acres, against 85.0(H) 
in 
1927; 
tobacco, 4000 acres, 
same 
as 
last 
year; tame hay crops, 3,482,000, com 
pared to 3,553,000 harvested in 1927. 
The March intentions on these lead­ 
ing crops are a 5 per cent increase 
of 1927 harvest acreage. 
Unfavorable conditions 
of winter 
wheat from winter kill may increase 
the plantings of corn, oats, soybeans 
and cowpeas, depending 
upon 
the 
outcome by May 1, according to 
joint statement. 
the 


LAUGH 
OFF! 


W E ORIGINATE O TH ERS IMITATE WE LEAD 
OTHERS FOLLOW W E ARE AT WAR WITH 
OLD MAN 
HIGH PRICE—We Must Leave Sikeston! 
LISTEN 


Greener’s Price Right Store No. 6 brought price right mer­ 
chandise to Sikeston—and w hat s more we are going to keep 
it right in the future. 
Not one day a week but every day 
in every week--366 days this year -because it s our policy 
and Leap Year. 


WE RE-ASSERT 
Promises Are Good—But 
Performances Are Better/! 


Now We are Going to Ask the Thrifty People of Sikeston 
and It’s Surrounding Territory Some Questions 


What store in Sikeston Saturday exchanged Dollar Bills for 90c in change? 
What store in Sikeston Saturday gave a Free Hat with every Coat or Dress 
sold? 
What store in Sikeston Saturday SO LD Hope Domestic at 10c per 
yard? 
What store in Sikeston copied GREENER S PRICE RIGHT 
STO R E No. 6 advertisement last week? 
The answer is just one big series 
of H E A D A C H E S to our imitators. 
And listen, folks, we can supply 
H O PE DO M ESTIC to any store in America in quantities up to 5000 
yards; the same can be said for Rice Stix, Ely Walker and other wholesale 
houses like ours. 
FREE 


T he best pair of Men s Dress Pants in our store Saturday; also a Free pair of our 
best women’s full fashioned, pointed heel hose in service weight or sheer chiffons. 
Free tickets Friday and Saturday to everyone and you don’t have to buy a thing. 
By request we are repeating A G A IN for Friday and Saturday that we will give a 
Free H at with every Dress or Coat purchased at the regular price, and a Free Belt 
with all M en’s Dress Pants at $ 2 .9 8 or more. 
O ur ads may he imitated, but our 
values never. 
Come to Greener’s Price Right Store every day and save money. 
A nd last but not least, our merchandise is F R E S H , N E W and C R IS P , just un­ 
packed from it’s tissue wrappings. 
’N U F SEDM 
GREENER'S 


Try borax and w ater 
for 
a 
tea 
stain, or keep pthe stain moist with 
Mnd lemon juice and expose it to the sun 
for a day or two. 
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The Standard is so im pressed with 
the rem ark s of G. B. Greer, farm er 
and banker, made at the C ham ber of 
Commerce banquet recently, th a t we 
print saem again ami call the a tte n ­ 
tion of ou r farm er 
friends 
to 
the 
r »spel it contains. 
It follows: 
“ Mr. T oast M aster, ladies and gen­ 
tlemen of C h a m lc r of Commerce. 
“ I have been invited here tonight 
to speak to you 
on the subject of 
Farm er, his troubles and the remedy. 
“The farm er is in trouble— no one 
doubts that, a dollar and half 
day 
m an can with a pick and a sledge tear 
this 
building 
down, but 
he cannot 
erect it, we can criticise, but who can 
build up? 
“The farm ers troubles started some 
fifteen years ago. 
A t that time we 
folks in this country 
did not 
know 
how to count any kind of interest ex­ 
it* pt eight per cent, we were offered 
six 
per cent 
interest 
on long-time 
b ans that was 
very 
attractive, 
at 
th a t tim e there was but few farm s 
under m ortgage but the low rate of 
interest was an inducement to bor­ 
row and we all fell for the loans. The 
Prudential Insurance Co. first en ter­ 
ed the field, then The Northwestern, 
next 
the 
Commonwealth and 
more 
recently 
tin* 
Land 
Ranks. 
Loans 
were put on the lands, the money re­ 
ceived and spent lavishly and in many 
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Genuine 13-Plate 
Ford Battery 
Now 
$10.00 


AND YOUR OLD BATTERY 


Will Fit All Makes of Cars 
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Scott County Motor 


Company 


A “ford” Groves ford Shop 


instances very unwisely, undeveloped 
lands 
were 
bought 
at extravagant 
prices, extravagant habits were 
ac­ 
quired, 
taxes 
advanced 
beyond 
all 
reason, we all bought one and some 
as m any as three automobiles 
and 
they were not all Fords either, 
we 
found ourselves 
literally 
living 
on 
wheels, our farm woik neglected, the 
great w ar came on corn and wheat 
soared to high prices and we all tho't 
we were fabulously rich, but pay day 
arrived 
nnd what an aw akening we 
had. 
“To sum up we found ourselves in 
this position: Already burdened with 
a heavy and certain interest charge, 
we also found we were burdened with 
very high taxes, we found ourselves 
burdened with a lot of extravagant 
habits, do you know, my friends, that 
an extravagant habit is one of 
the 
easiest of all 
habits to form and 
when once formed the hardest to get 
rid o f? 
In fact, we never discard an 
xtravagant 
habit, 
until 
necessity 
compels us to do so, we found our- 
ves riiling around neglecting 
oui 
farm work. 
“ My friend, I have no confidence 
in the 
M cNary-H augen farm relief 
bill giving the farm er perm anent re­ 
lief, I have felt I would like to see it 
given a trial for a y ear or two. I feel 
the farm er can look in the looking 
glass and see the m ost of his tro u ­ 
bles. 
This is some of the troubles 
with the farm ers, hut not all. 
Now 
for the remedy. 
I believe one of the 
remedies to relieve their troubles is 
through the cow. 
As some of 
you 
well know. I have 
been preaching the 
cow to our custom ers for some time 
and one day I had made a perfectly 
good speech to a man. 
He 
had 
no 
come back, he could not meet my a r ­ 
gument and after thinking the m a tte r 
over, he said to me ‘Who in the hell 
is going to milk the co w s?’ So you 
You know my friends I never get to 
talking about the 
cow that I do not 
think of the story 
Boh Seeds, a hum ­ 
orist. told once. He said that a young 
man went out to milk during fly time 
and the cow try in g to protect herself 
would «lip the switch of her tail 
in 
the milk ind then w rap it around his 
head. 
The young man got a fine idea 
in his head and 
got 
a strong cord 
and tied the cow’s 
tail 
around 
his 
leg. 
He said he had not been around 
the barn 
hut three 
tim es until 
he 
found that w as a mistake. 
“ I will give you a little of my e x ­ 
perience in the dairy business. D ur­ 
ing the last week in February, 11)27, I 
bought 
for 
Jack 
Turner, six cows, 
paid $10<> for four and $150 for two, 
m aking an investm ent of $550. 
The 
first milk we sold was the first week 
f March. This milk was sold to Heb 
l>eler Bros, and the money was depos­ 
ited in the T ru st Com pany and 
all 
moneys drawn out by check. 
I ha 
the funds handle«] this way to get a;i 
accurate check. 
On the last day of 
December, 
Mr. 
T u rn e r 
w anted to 
know how he had done with his milk 
I took his ledger sheet and found to 
my surprise th a t he had sold a little 
over $000 
w orth of 
milk 
and the 
money w ent into the bank, as you will 
see each cow overaged $150 in 
ten 
months. 
“ I 
was talking to 
a 
man on my 
farm a few weeks ago 
and asked him 
the simple (piestion as to how many 
days he had worked in m aking 
his 
rop and gathering it. He thought for 
a few m inutes and said 80 days. 
Of 
course he worked around the 
place, 
hut it was at jobs th a t did not bring 
in any cash. 
I am adding 
an ex tra 
month and say the fa rm e r worked 100 
days in his crop, the balance of 
the 
205 «lays he had to live off of w hat he 
produced in the 100 days he did work. 
The farm er would work if he had the 
job, but there is no jobs when he is 
out of his crop, then it is up to 
the 
fa rm e r to create his job and that can 
he done if he will get him some cows. 
All farm ers will not milk and would 
not do well if they «iid milk. 
I have 
stated the Sikeston T rust Co. 
stood 
ready to establish a m an in the dairy 
business if he wanted to milk, but h" 
would have to have p astures and o th ­ 
er qualifications. We will not tak«* up 
a com m unity affair. Every case m ust 
stand on its own merits. 


“The advantages t h a t come 
from 
milking are there. 
You sell for cash 
— waste labor, and you sell for cash— 
w aste 
pastures, 
this 
is 
cash you 
would otherwise not get. 


“ The troubles I have «»utlined are 
not all the trouble we have, neither is 
the rem edy f have suggested th«* only 
remedy. 


“ I w ant to talk to you a little about 
the road. 
I am in a m ist; a fog. 


“ I am not criticising our worthy 
townsman and Chairm an of the H igh­ 
way Commission. 
1 am only differ­ 
ing with him in our opinions. 
“ We are a very inconsistent race 
of people. 
For instance, we will go 
'down here on 
Malone Avenue, con-J 
idemn for str«*et purposes, pay fout 
'o r five thousand dollars for the sole' 
¡ purpose of connecting with slab 
on 
the west of 
Sikeston and bringing 
.road 60 straig h t through the c e n te r 1 
of Sikeston. 
We then undertake 
to 
I circle around Sikeston and take road : 
01 away from the natural or direct 
route through town at an added cost 
to the State of anywhere from thirty 


to fifty thousand dollars, ami 
th a t’s love him when she takes this 
atti- 
not all. 
Of course, if the road does jtiule? 
circle around our city, we shall built! ‘ 
F irst of all, Geraldine, I wish 
to 
a connecting spur both to the south th an k you. 
That you have turned to 
and to th<* north which will he an add- j me upon this momentous issue w arm s 
cd expense to the taxpayers, m a k -ith e cockles of my hi-nrt and gives the 
mg an expenditure of not less than lie to those encmi«*s who east aspara- 
$50,000 of money an«l then w hat have gus at my personal c harm s, 
we accomplished? 
With 
our 
good | 
I hasten to give the widest publici­ 
ty to the 
fact that 
one 
peprson at 
least reg a rd s m«' as a kissing expert. 
T hat you «lid not com«' to me in per- 
son 
is 
still 
further com plim entary, 
as it implies that in actually receiv- 
me a 


onneoting spurs and with signs t h a t 1 
you can read for q u arte r of a mile di­ 
recting the traffic stra ig h t through 
ou r city, 
how 
m any people <io you 
suppose will follow 
the 
slab 
<lown 
around the shoe factory to get into ing from me a dem onstration of the 
the city? 
Not one truck out of a KM) various modes of «>sculati«»n you fear- 
wili 
follow 
road 61 
hut 
will come Jed the fatal perfection of my 
tech* 
♦might through our city. 
When 
I niquo. 
You di«l well, Geraldine, 
came her tonight I was opposed 
to 
Now to the point. 
The question 
the $7 5 ,(W)0 .0(Hi bon«l 
issue. 
I 
p er-,se e m s to 1«? how long should friend 
haps could be persuaded to be mildly fiance hang on when once engagtsl in 
for the bond issue, hut I am vi«»lently the soul-sw apping process. 
W hat is 
o p p o s e d t«> road 61 circling our city. 
I 
en«lorsed 
heartily 
the 
popsition 
Charli« 
M atthews first to»*k, pay-as- 
you-go certainly appealed to me. 
I 
understand the policy of the d e p a rt­ 
ment has been to miss the cities, but 
policy that will not bend or have 
xceptions is an unsound policy and 
will finely 1«' determined so.” 


The Time Limit On Kissing 


the tim e lim it? 
Is it nice for tw en ­ 
ty seconds ami naughty when it lasts 
tw enty-one? 
At what hour 
of 
th« 
d o ck does “ Satan com«* a lso ?” 
A uthorities 
differ. 
I^othario’s 
well known “ Dictionary of K issing”, 
under the heading of Time, says that 
the latiy should be allow«*«! to come 
up to 
breathe 
occasionally; 
while 
Don J u a n ’s “ Handy V’ade Mecum «>f 
O sculation” (p. 146, Leipzig coition) 


velops into a habit. 
It seem s to me, however, that 
it 
depends 
on 
circum stances. 
Some 
humlred or so years ago, when I was 
a youth, the girls fought shv of me. 
K issing in those days was come 
at 
only by much strategy 
and 
expert 
prevarication. 
Now\ alas! the young 
ladies kiss me and never hat an eye, 
the sam e as if I were a little baby. 
They give hut little pecks, however, 
umi I notice no inclination to linger. 
But, finally, cheer 
up 
Geraldine; 
after you’ve been marrie«! awhile you 
will !*e no longer trouble«! with A rch­ 
ibald’s exuberance. 
So worry along 
till then, nnd the problem will 
settle 
itself.— Dr. Frank Crane. 


"The Movie As a Community A ssctt’ 


¡«•marks, 
«juoting 
Socrates, 
“nunc 
A y o u rg woman w rites me asking nim is”, or never too mu h. 
The Ice- 
that I give her some advice on 
the j lander have a proverb, "Slobherigash 
«object of kissing. 
She says she is j igloo nonskom ”, but as nobody knows 
keeping com pany with a gentlem an w hat it m«*ans it «loesn’t m atter, 
and at tim es is in doubt how to act— J 
Boston ladies have a clock nwnu- 
her kissing especially. 
Sai«l man has fat-fured by 
an 
ingenious 
Yankee, 
nn>p«>s(*d m arriage and been accept- W hich they set at the incipiency <»f 
d. 
Both parties are of goo<i m o ral!th e operation, nnd which rings a bell 
«•haracter, «lecent hut 
not 
prudish, when the tim e is up. 
The only trou- 
and have reached th«' age of «liscr«*- 
tion. 
Now, she inquires, is the woman re­ 
stricting the m an too much by insist­ 
ing that he imxlerate his ar«i«*r a hit 
m th«* oseulatory phases of their com- 


ble with th is is that the happy in v a­ 
sion often conns by surprise, and by 
tin* tim e one hu* hunt«*»! around and 
foun«i the cl«X'k the gentlem an may 
have chang«*d hi*« notion. 
There 
»re 
s«»nie 
wh«> look up«m 


“We know a professional man who 
says he timis perfect rest and mental 
r«dnxation at the movie. 
When he is 
tire«! he goes to the picture show. 
“We know a fam ily who 
plan 
to 
go to the movie 
together 
once 
a 
week. 
‘Movie N ight’ is an extrem e­ 
ly enjoyable event to them. 
“ We know many country 
people 
who find the movie their only source 
<»f year-round recreation. 
“ We know hundreds who have im­ 
measurably broadened their vision of 
life by glim pses of distant lands and 
of im portant events in our own c«»un- 
try. 
“We do not believe that hoys 
are 
led astray by bandit pictures or that 
the m ovies in general are exerting 
an unwholesom e 
influence 
on 
th«' 
you of recreation ami amusement. 
“ Here in Sikeston we 
have 
one 
movie house. 
Its 
program 
stand­ 
ards are high. 
It brings to our city 
the best tal«»nt in the world, ami we 
are able to enjoy it for a few cents. 
Mote power to our m ovies!” 


fnunion? 
Is she justified in being of- kissing as a sin; and surely it has all 
fended when he will not listen to her the qualifications. 
In the first place, 
when she tries to repress this niani- it is pleasant, and it’s a poor sin that 
festation of his affection, ami 
is he is not agreeable. Secondly, it is dan- 
iustititxi in saying that she does 
not gerous. 
And, thirdly, it rapidly <ie- 


Coton charm euse is 
an 
excellent 
material for smocks ami hous«* dress­ 
es, an«l. because of its smooth 
soft 
texture, for baby’s first rompers. 
The Standard SI .50. per year. 


Renewed 
are Excellent Buicks 
Values 


Users say that a Renewed Buick furnishes 
better transportation and is far greater value 
than any new car of the same price. 
Each of 
our Renewed Buicks has been carefully recon­ 
ditioned by factory trained mechanics. 
Some 
have their original Duco finish; others have 
been refinished in new bright Duco colors. 


A Small Initial Payment IVill Deliver One of 
These Buicks To You 


Your Present Car Accepted as 
Part Payment 


Phonr 433 
Taylor Auto Co. 
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It isn't a 
Game 
with us 


There’s as much difference in where you 


buy your tires as there is in the tires them­ 


selves. 


W e’re not in the tire “game.” 


Were in the TIRE BUSINESS. 


Believe us, there is a difference. 
W hen 


you are in the “tire game” it’s largely a 


case of getting the money and getting by. 


But being in the tire business is an entirely 


different proposition. 


W e have a good location and we’re equip­ 


ped with every modern facility for render­ 


ing tire service in the right way. 
O ur 


stocks are complete, our psices are fair and 


our service is prompt, courteous, expert— 


always in your interest. 


W e handle Gt>o«lyear Tires, 1 ubes and 


Accessories because we thoroughly believe 


they represent the best value. 
W hen we 


sell you a Goodyear we know you will be 


back for more. 


More people ride on Goodyear I ires than 


on any other kind. 


Goodyear has maintained leadership for 


more than ten years. 


Goodyear has made and sold over I 10,- 


0 0 0 ,0 0 0 tires. 
Millions more than any 


other kind. 


T he buyers of more than O ne Hundrec 


Million tires can’t be wrong. 


W e’ re in the Tire Business. 
W e’re here 


to stay. 
Use Goodyears — get more for 


your money. 
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The Bat 


A Novel 
from the Play 
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"Oh, no. no, no.” she whispered from 
• dry throat, automatically stuffing 
her portion of the precious scrap of 
blue-print Into the bosom of her dress. 
She stood fror.en, not daring to move, 
not daring even to reach down with 
her hand and touch the body of Flem­ 
ing to see If he were dead or alive. 
A murm ur of excited voices sound­ 
ed from the hall. 
The door flew open 
— feet stumbled through the darkness 
—■‘‘The noise came from this room!” 
that 
was 
Anderson’s 
voice—“Holy 
Virgin!” that must be Lizzie— 
Even as Dale turned to face the as­ 
sembled household, the house lights, 
extinguished since the storm, came on 
In 
full 
brilliance—revealing 
her to 
them. 
standing 
beside 
Fleming's 
body 
with Miss Cornelia’s revolver 
between them 
She 
shuddered, 
seeing 
Fleming's 
arm flung out awkwardly by his side. 
No living man could lie In such a 
posture 
“I didn't do It! 
1 didn’t do It!” 
she stammered, after a tense silence * 
that followed the sudden relllumlnlng 
of the lights. 
Her eyes wandered 
from figure to figure Idly noting un­ 
important details. 
Hilly was still In 
bis white coat and his face. Impas­ 
sive as ever, showed not the slightest 
surprise. 
Brook* and Anderson were 
likewise 
completely 
dressed — hut 
Miss Cornelia had evidently begun to 
retire ft*r the night when she had 
beard the shot—her transformation 
was askew and she wore a dressing 
gown. 
As for 
Lizzie, that 
worthy 
shivered In a gaudy wrapper adorned 
with Incredible orange flowers, with 
her hair done up in curl papers Dale 
suw It all. and was never after to f«»r- 
I*t one single detail of It. 
The detective was beside her now, 
examining Fleming’s hotly with pro- 
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frssfonal thoroughness. 
At Isst 
rose. 
“ He’s dead,** he said quietly. 
A 
shiver 
ran 
through 
the 
wstchlng 
group. Dale felt a stifling hand con­ 
strict nbout her h e a rt 
There 
was 
a 
pause. 
Anderson 
picked up the revolver beslds Flem­ 
ing's body and examined It swiftly, 
careful not to confuse his own finger­ 
prints with any that might already 
he on the polished steel. 
Then he 
looked at Dale. 
"Who Is he?" lie said, bluntly. 
Dale fought hysteria for some sec­ 
onds before she could speak. 
"Richard 
Fleming—somebody shot 
him !*' she managed to whisper At 
last. 
Anderson took a step toward her. 
"W hat do you mean by somebody?" 
he said. 
The world to Dule turned Into A 
crowd of threatening, accusing eyes— 
a multitude of shadowy voices, shout­ 
ing 
"Guilty I 
Guilty 1 
Trove 
that 
you're innocent—you can’t ! ” 
"1 don't know," she said wildly. 
"Somebody on the staircase.” 
"Did you see anybody?” Anderson’« 
voice was as passionless and cold a s ; 
a bar of stool. 
"N o—hut there was a light from I 
somew here— like a pocket flash—" 8he( 
could not go on. 
She saw Fleming's 
face before 
h e r-fu rio u s 
at 
f i r s t - 
then changing to that strange look of 
bewildered surprise—she put her hand 
over her eyes to shut the vision o u t 
Lizzie made a 
welcome Interrup­ 
tion. 
"I told you I saw a man go up that 
staircase!” she walled. Jabbing her 
forefinger In the direction of the al­ 
cove stairs. 
Miss Cornelia, now recovered from ! 
the first shock of the discovery, sup­ 
ported her gallantly. 
"T h at’s the only explanation, Mr. 
Anderson," she said decidedly. 
The detective looked at the stairs— 
at the terrace door. 
His eyes made a 
circuit of the room and came back to 
Fleming's body. 
"I’ve been all over the house," be 
said. 
"There’s nobody there.” 
A pause followed. 
Dale found her- j 
self helplessly 
looking 
toward 
her 
lover for comfort—comfort he could 1 
not give without revealing his own 
secret. 
Eerily, through the tense silence, A 
sudden tinkling sounded—the sharp, 
persistent ringing of a telephone bell. 
Miss Cornelia ro-«* to answer It au- 
tomntlcully. 
"The house phone!” she 
said. 
Then she stopped. 
‘‘Rut we're 
ail here." 
They looked at each other aghast. 
It 
was 
true. 
And 
yet—somehow— 
somewhere—one of the other phones 
on the circuit was calling the living 
room. 
Miss 
Cornelia 
summoned 
every 
ounce of Inherited Van Gorder pride 
she possessed mid went to the phone. 
She took off the receiver. 
The ring 
!ng stopped. 
“Hello— hello—" she said, while the 
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others stood rigid, listening. 
Tnee 
she gasped. 
An expression of won­ 
dering horror came over her fact. 
"Somebody groaning!" gasped MlSi 
Cornelia. 
“It's horrible!” 
The detective stepped up and took 


the receiver from her. 
He listened 
anxiously for a m om ent 
"I don't hear anything,” he said. 
"I heard It I I couldn't imagine such 
a dreadful sound! 
I tell you—some­ 
body In this house ts in terrible dis­ 
tress.” 
"W here does this phone connect?" 
queried Anderson practically. 
Miss Cornelia made a hopeless little | 
gesture. 
"Practically every room In 
this bouse 1” 
The detective put the receiver to j 
his ear again. 
“J u st what did you hear?” he SHld, 
stolidly. 
Miss Cornelia’s voice shook. 
"Dreadful groans—and w hat seemed 
to be an inarticulate effort to speak 1” 
Lizzie 
drew 
her 
gaudy 
wrapper 
closer about her shuddering form. 
"I’d go somewhere," she walled In 
the voice of a lost soul, “if I only h ad 
somewhere to go!” 
Miss Cornelia quelled her with a 
glare and turned hack to the detec­ 
tive. 
"W on’t you send these men to in 
vestigate—or go yourself?” she said. 
Indicating Brooks and Billy. 
The detective thought swiftly. 
"My place Is here,” he said. 
"You 
two men,” Brooks and Billy moved 
forward to take his orders, "take an 
other look through the house—doni 
leave 
the 
building—I’ll 
want 
you 
pretty soon ” 
Brooks—or Jack Bailey, as we may 
as well call him through the remainder 
of this 
narrative—started 
to obey 
Then his eye fell on Miss Cornelia’s 
revolver, which Anderson had taken 
from beside Fleming’s body and Still 
held clasped In his hand. 
"If you'll give me that revolver—” 
he began in an offhand tone, hoping 
Anderson would not see through his 
little ruse 
Once wiped clean of fin 
gerprlnts, the revolver would not be 
such 
telling 
evidence 
against 
Dale 
Ogden. 
But Anderson was not to he caught 
napping. 
“That revolver will stay where It 
Is." he said with a grim smile. 
Jack 
Bailey knew better than to 
try and argue the point. 
He followed 
Billy reluctantly out of the door, giv­ 
ing Dale a surreptitious glance of en 
courngement and faith us he did so 
The Japanese and he mounted to the 
second floor, ns stealthily as possible, 
prying into dark corners and search 
Ing unused rooms for any clew that 
might betray the source of the star­ 
tling phone call from nowhere. 
But 
Bailey's heart was not in the search. 
His mind kept going hack to the fig­ 


ure 
of 
Dale—nervous—shaken—un­ 
dergoing the terrors of the third de­ 
gree at Anderson’s hands. She couldn’t 
have shot Fleming, of course—and 
yet—unless he and Billy found some» 
thing to substantiate her story of how 
the killing had happened—it was her 
own, 
unsupported 
word 
against 
A 
damning mass of circumstantial evi­ 
dence. 
He 
plunged 
with 
renewed 
vigor into his q u est 
Back in the living room, as he had 
feared, Anderson was subjecting Dale 
to a merciless interrogation. 
"Now I want the real s to ry !” he 
began, w ith calculated brutality. 
"Yon 
lied before!" 
"T hat's no tone to use! 
You'll ter­ 
rify her," cried Miss Cornelia Indig­ 
nantly. 
The detective paid no atten­ 
tion—his 
face 
had 
hardened—he 
seemed every Inch 
the remorseless 
sleuth-hound of the law. 
He turned 
on Miss Cornelia for a m om ent 
"W here were you when this hap­ 
pened?’’ he said. 
"U pstairs In my room.” 
Miss Cor­ 
nelia's tones were Icy. 
"And you?’’ bndgerlngly, to Lizzie. 
"In my room," said the latter pert­ 
ly, "brushing Miss Cornelia’s hair.” 
Anderson broke open the revolvef 
and gave a swift glance at the bullet- 
chambers. 
"One ahot has been flred from this 
revolver!” 
Miss Cornelia sprang to her nlece'A 
defence 
r 


CLUCK! CLUCK! CLUCK! 


The time is near at hand when you will want Gristo 
Starting Mash for your little chicks; Rolled Oats, Oat 
Groats, Chick Developer. 
Buttermilk Feeds of all kinds 
in 8V^, 25, 50 and 100 pound packages. 
Samples of 
these feeds are on display at ail the stores. If you have a 
cow double her milk flow by feeding Grist 24 per cent. 
Scott County Milling Co., Sikcston, Mo. 


"I flred It myself, this afternoon* 
she said. 
The detective regarded her wttb 
grudging admiration. 
"You’re a quick thinker.” he said— 
with obvious unbelief In his voice. He 
put the revolver down on the table. 
Miss Cornelia followed up her ad­ 
vantage. 
"I demand that you get the coroner 
here,” she said. 
"Doctor Wells 1« the coroner.” of­ 
fered Lizzie eagerly. Anderson brushed 
their suggestions aside. 
"I’m going to ask you some ques­ 
tio n s!” he said menacingly to Dale. 
But Miss Cornelia stuck to her guns. 
Dale was not going to he bullied Into 
any sort of confession, true or false. 
If she could help It—and from the 
way that the girl’s eyes returned with 
fascinated horror to the ghastly heap 
on the floor that had been Fleming, 
she knew that she was on the edge 
of violent hysteria. 
"Do you mind covering that body 
first?” she said crisply 
The detective 
eyed her for a moment in a rather 
ngly 
fashion—then 
grunted, 
ungra­ 
ciously, and, taking Fleming's raincoat 
from the chnlr, threw It over the body. 
Dale’s eyes telegraphed her aunt A 
silent message of gratitude, 
"Now—shall 
I 
telephone for the 
coroner?” 
persisted 
Miss 
Cornelia. 
The detective obviously resented her 
Interference with his methods—but he 
could not well refuse such a custom- 
ary request. 
"I’ll do It," he sold, with s snort, 
going 
over 
to 
the 
city 
telephone. 
"W hat’s his number?” 
"H e’s not at his office—he’s at the 
Johnson’s,” murmured Dale. 
Miss Cornelia took the telephone 
from Anderson’s hands. 
"I’ll get the Johnsons." Mr. Ander­ 
son.” she said flrtnly. 
The detectlvA 
seemed about to rebuke her. Then his 
manner recovered some of Its former 
suavity. 
He relinquished the tele- ! 
phone and turned back toward his 
ftrey. 
"Now. 
what 
was 
Fleming 
doing 
here?” he asked Dale In a gentler 
voice. 
Should she tell him the truth? 
No 
—Jack Bailey’s safety was too inex­ 
tricably bound up with the whole sin­ 
ister business. 
She must lie—and He 
again—while there was any chance of 
s lie’s being believed. 
"I don’t know," she said weakly, 
trying to avoid the detective’s eyes. 
Anderson took thought. 
"Well. I’ll ask that question another 
way.” he said. 
"How did he get Into 
the house?” 
Dale brightened—no need for A lie 
here. 
"He had a key.” 
"Key to what door?" 
"That door over th ere" 
Dale Indi­ 
cated the terrace door of the alcove. 
The detective was about to ask an­ 
other question—then he paused. Miss 
Cornelia was talking «-n the phone. 
"Hello—is that--Me. Jolmson's resi­ 
dence? Is Doctor Wells there? No?" 
n e r expression was puzzled. "Oh—all 
right—thank you—good night—" She 
rang ofT, and hung up the phone. 
Meanwhile Anderson had been Its 
tenlng—but thinking as well. 
Dale 
saw his sharp glance travel over to 
the fireplace—rest for a moment, with 
an air of discovery, on the fragments 
of the roll of blueprints that remained 
unburned among 
the 
ashes—return. 
She shut her eyes for a moment, try­ 
ing tensely to summon every atom of 
shrewdness she possessed to aid her. 
He was hammering at her with 
questions again. 
"When did you take that revolver 
out of the table drawer?’’ 
"When I heard him outside on the 
terrace.” 
said 
Dale 
promptly 
and 
truthfully. ” 1 was frightened." 
Lizzie tiptoed over to Miss Cornell«. 
"You wanted a detective!" she said 
In an Ironic whisper. "I hope you’re 
happy now’ you’ve got o n e !’’ 
Miss Cornelia gave her a look that 
sent her scuttling back to her former 
post by the door. But nevertheless, In­ 
ternally, she felt thoroughly In accord 
with Lizzie. 
Again Anderson’s questions pounded 
at the rigid Dale—striving to pierce 
her armor of mingled truth and false­ 
hood. 
"When Fleming catue in, what did 
he say to you?’’ 
"Ju st—something about the weath- 


«*,” «aid 
Dale weakly. The whol« 
scene was still too horribly vivid be­ 
fore her eyes for her to furnish A 
more convincing alibi. 
"You haveu't had A ny quarrels with 
him?" 
Dale hesitated. 
*No." 
"H e Just came in th a t door—said 
something about the w eather—And was 
•hot from that staircase. Is that it?*’ 
said the detective In tones of utter in 
credulity. 
Dale hesitated again. Thus baldly 
put, her story seemed too ttmsy for 
words—she could not even blame An­ 
derson for disbelieving i t And yet— 
w hat other story could she tell that 
would not bring ruin on Jack? 
H er face whitened. 
8he put her 
hand on the bac k of a chair for sup­ 
port. 
"Yes—th at’s It," she said, at last, 
and swayed whore she stood. 
Again Miss Cornelia tried to come 
to the rescue. 
"Are all these questions necessary?" 
•he queried sharply. "You can’t for a 
moment believe that Miss Ogden shot 
that m a n !” 
But by now, though she 
did not show It, she, too, began to re­ 
alize the strength of the appalling net 
of circumstances th at drew with each 
minute tighter around the unhappy 
girl. 
Dale gratefully seized the mo­ 
mentary respite and sank Into a chair, 
detective looked At her. 


Important 
Announcement 
to every owner of a 
Model T Ford 


ON MAY 25, 1927, when Henry Ford first announced his 
plans for making a new car, he announced also that he would 
continue to make parts for the Model T Ford. He saidt 


"The Model T Ford car was a pioneer. It blazed the 
way for the motor industry and started the movement for 
good roads everywhere. It broke down the barriers of 
distance in rural sections, brought people in these sections 
closer together, and placed education within the reach of 
everyone. We are still proud of the Model T Ford. If we 
were not, we would not have continued to make it so long.” 
For twenty years, the Model T Ford led the automobile 
Industry and it still serves more people than any other auto­ 
mobile. Over one-third of all the automobiles in use today 
are Model T Fords — an indication of the sturdy worth 
of the car and its value to people in all walks of life the 
world over. 
The Ford Motor Company will continue to make re­ 
placement parts for these cars "until the last Model T is 
of? the road." That is a part of Ford service. That is what 
Henry Ford meant when he said: "W e believe that when a 
f a n buys one of our cars we should keep it running for 
him as long as we can and at the lowest up-keep cost." 


Because of this policy a considerable part of the Ford 
manufacturing plants is given over to the making of parts 
for the Model T Ford. These replacement parts are made 
of the same material and in the same way as those from 
which your car was originally assembled. 


Make it a point, therefore, to see the nearest Ford dealer 
and have him look over your Model T Ford. You may find 
that a very small expenditure will enable you to get thou­ 
sands of miles of additional service, and at the same tima 
protect the money you have invested in your car* 


F o r d M o t o r C o m p a n y 


D etroit, Michigan 


Scoti County Motor Company 
Sales 
Service 


Malone Ave.— Phone 256—Sikeston 


MORE 
’C A V A LR Y " FA R M E R S 
FOR T H E SOUTH 
$11 and a better job was done. 
An NEW 
HARROW SU B D U E S 


“ Sam Johnson", u fa rm er charac­ 


ter quoted in a recent issue of “ Pro- 


giessive 
F a rm e r”, 
a 
well 
known 
Southern 
A gricultural journal, 
has 
issued a call 
for 
more 
“ cavalry” 
farm e r recruits. 
“ We want a whole 
arm y of Southern F arm ers 
to quit 
w alking behind one horse or mule and 
start 
riding behind two. 
three 
or 
fo u r”, says Sam. 
“ And 1 ought 
to 
know w hat I’m talking about, 
too. 
for 1 used to walk tw enty miles 
in 
cultivating one acre of corn or cot­ 
ton. 
Now I ride ten miles or 
less 
and do b etter work-lots b etter”. 
A typical cost record of corn eulti 
vating costs kept by a county agent 
in a Southern S tate shows that 
it 
cost $42.50 for one cultivation of 
a 
fifteen acre field when one horse and 
six-inch shovel on scooter stock was 
used. 
W hen 
a 
new one-row riding 
cultivator was used in place of 
the 
one horse outfit, the cost of cultivat­ 
ing the fifteen acres was reduced to 


A labam a farm er saved $1.050.35 
in 
w ages in one sea sen on 300 
a c re s of 
cotton by using two 
horse 
riding 
vultivators in 
place 
of 
one 
horse 
w alking outfits. 


Horse P< pulation Dev ines in U>27 


A fu rth e r decrease in the num ber 


of horses on farm s 
in 
the 
United 


S tates during 11*27 is reported by the 


QUACK g r a s s 


!n.p»«*ved models 
of spring 
tooth 


-,ua V g lass harrow s have been bro’t 


out by far »1 machinery m an u fa ctu r­ 
e s la tch wlvch have poroven 100 per 
cent erticien’ in d* str* ym g stubborn 
fields of qua k g ia ss which had hith­ 
erto resisted all efforts to subdue the 
pest. 
The experience of K. J. 
Freeland, 
D epartm ent of Agriculture, 
the de- an Indiana 
fai m i with one of 
the 
crease being estim ated 
at 
604,000, improved quack grass 
harrow s 
is 
i m pared with a decrease of 6H5.000 interesting, says the 
Research 
De- 
in 1020. 
The value showed an 
in- partm ent. Mr. Fi celami had a 
field 
crease of four per cent. 
which has 
been overrun with quack 
The A m erican fa rm er is annually g rass as long as he can remember, 
using more power 
to 
reduce laboi Until a few years ago an effort was 
costs in spite of the decline in horse ¡made each season to plant a crop 
in 
population, however, as more 
than this field but afte r several fruitless 
150,000 tracto rs were put into use on attem p ts the field was su re mie red to 
U. S farm s in 1026 
while 
prelimi- the quack. 
Last sum m er Mr. Free- 
nary estim ates for 1027 indicate 
a land attacker! the field with a 
new 
still fu rth e r increase 
in num ber 
of quack grass harrow and 
completely 
trac to r 
purchases. 
T ra cto r 
prices eliminateti the 
grassy 
pest 
from 
and economy of operation have ereat- the field. 
This year for anything ex- 
od new low records in these years. 
ccpt for “ paying taxes on”. 
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How to Play 
BRIDGE 


- S e r b s t ^ 2 j - 2 S b y 
Wynne Ferguson 


•f|lA O T lC A L AUCTION BRIDO !" 


“ Whnt ii 
one of the 


tho 
squeeze 
play?” 
>* 
questions thnt nepms 
to 
hothrr most auction player«, so a little 
discussion of this play should he 
in­ 
teresting and instructive. 
The squeeze play comes 
up 
very 
frequently in hands when 


Hearts- K. 5 
Cluhs 
9, 8, 5 
Diamonds 
none 
Spades 
none 


ARTICLE NO. 34 
ahle to force discards. Tf one or more 
pponents is obliged to discard win­ 
ning cards, such a play is called 
a 
squeeze; that is, the winning card or 
ards are forced or squeezed from tho 
opponents’ hands. 
The best 
way 
to 
tudy the squeeze play, however, is by 
a player is examples: 
Example No. 1 
Hearts— A. Q 
Clubs--- 6 
Diamonds 
none 
Spades — A, 4 


Y 


of spades. 
Z should then lead 
the 
six of diamonds which A must 
win 
with the ten of diamonds, Y discard­ 
ing the two of hearts. 
Y-Z must now 
make three more tricks. 
Third: 
Suppose at trick two 
A 
¡discards the two of spades. 
Y wins 
, the trick with the seven of hearts. Y 
'■should then lead the nine 
of 
spades 
which B must win. Z discarding 
the 
two of cluhs. 
W hatever B now loads, 
Y-Z must win four more tricks. 
In all three cases, therefore, 
Y-Z 
win five tricks against any defense. 


c o m b i n e u s e d o n g e o . 
WASHINGTON’S FARM 


Need Not Plant IN « r Seed 


7 


Hearts—.1. 10 
Clubs—4 
1 »iamonds— none 
Spades 
Q, .1 
H earts—none 
Cluhs—A, 10, 7 
Diamonds -none 
Spades—9, 7 
There are no trumps nnd Z is in 
the trick with the ace of spades, leads the 
had. 
How can Y-Z play the hand so ace and queen orf hearts and then 
a 
that t h e y will win all of the tricks club, thu> winning all of the tricks, 
against any defense? 
Z should lead! 
It is apparent, therefore, that 
no 
the seven of spades. 
A is forced 
to | matter what card A discards on th< 
discard. 
If he discards a club Y wins,spade lead, he is forced to lose a trick, 
the trick with the ace 
of 
spades. This forcing of discards is the 
so 
leads the ace of hearts and 
then 
a called squeeze play. 
Here is another 
club, thus winning all of the tricks, f sample, in which both opponents art 
If A discards a heart, 
Y 
wins 
the forced to discard winning cards: 
Example 
No. 2 
Hearts- -none 
Clubs— A. K. 2 
Diamonds— 10 
Spades— K. 4 


Poor sot*! is no longer a sound ex­ 
ruse for crop failures in 
Missouri. 
Any farmer may easily learn before 
planting whether his 
home 
grown 
red is good, whether the sampled lot 
which he proposes to buy is fit 
to 
plant, or where he can get good seed. 
The seed testing laboratory at 
the 
Missour College of Agriculture tests 
free of charge about 
5009 
lots 
of 
od a year for 
Missouri 
farmers, 
nd in about one-fourth of these cas- 
the tests have saved the farm er 
from serious losses that would 
have 
Mowed the use of poor seed. 


Hearts—none 
Clubs— Q, J, 10 
1 Hamonds—Q 
Spades—9, H 


Y 
A 
B 
Z 


Spades are trumps and Z is in 
the 
h ad. 
How can Y-Z play the hand so 
that they can win all of 
the 
tricks 
against any defense? 
Z should lead 
t e seven of spades, winning the trick 
in Y’s hand with the king. 
He should 
then had the four of spades from YV 
hand, winning the trick in Z’s hand 
v ith the queen. 
A and B follow suit 
« a both of these tricks. 
Z should now 
b ad the ace of -pades and A is forc- 
« s to discard. 
He cannot discard the 
i. jeen of diamonds or Y’s ten of dia­ 
monds will be good; so he is forced 
to discard the ten of clubs. 
Y should 
n »w di~ ard the ten of diamonds. 
B 
i- now forced to discard. 
He cannot 
discard the ten of hearts or Z’s nine 


Hearts— 10 
Clubs—9. 7, .'I 
Diamonds—none 
Spades—J, 19 
H earts—9 
( lubs— 8, *» 
Diamonds—none 
Spades— A. Q, 7 
>f heaits will be good, so he is forc­ 
'd to discard the three of clubs. 
Z 
now lead« the six of clubs 
and 
Y 
three clubs are good, thus winning a 
of the tricks. 
In this example, both 
\ and B are forced to discard cluhs, 
:hu> enabling Y to 
make 
his 
club 
<uit. 
When both opponents are thus forc- 
to discard 
to 
their 
disadvantage 
both are squeezed out of a trick—th< 
-o-called double squeeze. 
Here is a problem hand where 
the 
double squeeze is possible. 
Think it 
over carefully and try to 
play 
the 
hand so that both A and 
B will 
1* 
forced to discard to their disadvant­ 
age; 


H e a rts- K. 10. 3 
< lui»—9, 2 
Diamonds- K, J, 8, 
¿spades—7, 5, 3, 2 


Problem No. 36 
Hearts—A, J, 9, 
Clubs— 8. 7 
Diamonds— A, HI, 
Spades—9 


Y 
A 
B 
Z 


7, 6 


9, 7. 3 


5. 4 
H earts—Q, 8, 
Clubs—6, 4 
Diamonds—Q, 6. I 
Spades 
Q. .1, 10, 6 
Hearts—2 
Clubs—A, K, Q. 
10, 5, 3 
Diamonds— I 
Spades—A, K, 8, 4 
Clubs 
are trumps and Z is playing the hand. 
If A leads the nine 
of 
cluhs, how can Z play the hand so that he will win all of the tricks against 
any defense? 
Answer to Problem No. 34 
v 
Hearts—A, K, Q, .., 5 
Clubs—A, 10, 9, 8. 6 
Diamonds—none 
Spades—A, 5, 4 
Lubber game. 
Score; 
Y-Z 16, 
A-B|however, should he made. 
The fou 


B 
Z 


2<>. 
Z dealt and bid one spade, A bid 
three diamonds and Y hid three spad- 
» . 
What should B now hid? 
There 
are a number of bids that B 
should 
consider in this hand. He can hid four 
cluhs, four hearts, 
four 
diamonds, 
three no-trump or double three spad- 
< . 
It is very seldom, indeed, that a 
player has so masy possible bids. The 
object of bidding four clubs is to be 
able to shift to four hearts if the four 
chib i- doubled. Neither of these bids, 
Answer to Problem No. 
H earts—8, 7, 2 
Clubs— 10, 4, 3 
1 Mamonds—none 
Spades— 9, 6, 5 


diamond bid, also, is unsound. 
Ther 
is no guarantee that A-B can 
make 
four odd in any of their three suits 
The three no-trump also is a doubt 
ful proposition with only one stoppe 
in the spade suit and no diamosds. The 
only sound thing to do is 
to 
douhl 
three spades. 
Such a double is sur 
to succeed, while any of the possibl 
bids aie doubtful. 
To win at Auction always choose 
the sure rather than 
the 
doubtful 
sure 
course. 


Hearts—none 
Clubs 
9, 6, 5 
Diamonds 
in, 
Spades- 8, 7, 1 
4, 3 


Y 
A 
B 
Z 


Hearts—9, 6, 5 
Clubs 
none 
IJiamonds 
K, 7, 2 
Spades 
19, 4, 3 


a re 
There 
lead. 
How 
nine tricks 


Hearts—10, 4, 3 
Clubs— -8. 7, 2 
Diamonds - 9, 6, 5 
Spades — none 
no trumps and Z is in the.trick with 
can Y Z win five of 
the shouh 
agais-t any defense? 
Z which 


the 
seven 
of hearts, 
then lead the live of spade 
A should win with the seven, 


A combined harvester-thresher, 
a 
machine which cuts nnd threshes the 
grain in one operation, was used last 
summer on a farm in Virginia origi­ 
nally surveyed nnd owned by George 
Washington. 
The machine was used 
with great success to harvest 
120 
Acres of w'heat and a large acreage 
of soylieans during its first 
season 
on this farm with a large saving 
in 
the cost of harvesting. 


i 
the root system. 
For 
this 
reason, planting. The Norton is a wilt-resist- 
sprays are not effective and control ant strain of the common mid-season 
can he maintained only by planting ! variety. Stone. 
The Marvelosa is a 


Botarv Hoe Is New Farm Tool 


A new farm tool for reducing the 
ime and labor required f«>r cultiva­ 
ron of soybeans, corn, cotton, |x>ta 
•es. mint and practically every oth- 
r farm crop is the rotary hoe. 
The 
hoe" consists of a 
series 
of pr«*ng 
haped wheels which revolve as 
the 
noe is pulled along, each pprong 
in 
urn lightly spading up a small area 
f ground, pulling out small 
weed* 
nd breaking up soil crust. 
The hoes 
are made in widths from seven to 11 
eet, handling two or three standard 
nop rows at each trip through 
the 
field. 
With this tool, one man and a 
cam can cultivate two or three row« 
t a time. 
When used with a tractor, 
wo or more hoes are hitched behind 
he iron horse. 
With the rotary hoe. no attention 
need he paid to following the row, as 
he “hoes" do not pull up the deep- 
r rooted crop plants, injuring noth­ 
ing but the small weeds. 
It seems to 
be the only tool that can successful- 
cultivate 
soybeans 
which 
are 
»roadcast or drilled, says the 
Re- 
earch Department. Originally used 
by a group of Indiana farmers, 
the 
use of the rotary 
hoc» 
is 
spreading 
ike wildfire to other states 
where 
*ow cropps are gTown. 


CHOOSE TOM \TOES FOR WILT 


Choose wilt-resistant varieties 
of 
tomatoes to reduce disease losses in 
both 
the 
garden 
and 
commercial 
plantings, counsel- .1. T. Quinn of the 
Missouri College of Agriculture. To­ 
mato wilt, often rofered to as blight, 
is common in Missouri and is one of 
the most troublesome vegetable 
di­ 
seases for the home gnrdner and for 
the truck farmer. 
In many commu­ 
nities, the soil has become so thor- 
ughly infected with the wilt-causing 
organism that it is almost impossible 
to produce a crop of tomatoes from 
the commonly used commercial 
va­ 
rieties. 
* 
The disenso attacks tomato plants 
m all stages of development. 
Very 
often seedlings that are planted 
in 
contaminated soil in the seed bed do 
not show signs of the 
disease until 
they have been transplanted to 
the 
ield. 
The fungti- 
causing 
tomato 
wilt lives from year to year in 
the 
soil and attacks the plants through 


varieties resistant 
to 
w-ilt 
or 
by 
planting in ground known to l»e free 
fo this disease. 
W ilt a tta c k s are first indicated by 
the upward rolling of the leaves fol­ 
lowed hy 
a 
gradual yellowing 
and 
withering until the plant dies. 
By 
cutting through the stem of a diseas­ 
ed plant in the advanced stages, dis­ 
coloration in the form of a ring can 
he found. 
Most seed houses are now offering 
seed of such 
wilt-resistant 
tomato 
varieties as Marglohe, Norton 
and 
Marvelosa. 
The Manglobe is a large, 
red, solid meated tomato well suited 
to either home garden or commercial 


large pink tomato 
resembling 
the 
Ponderosa and is wmll suited to 
the 
home garden. All are medium to late 
varieties. 


Doubles Milk Profits in .11 Days 


Doubled milk 
profits. 31 days a f­ 
ter joining a cowtesting association, 
is 
the 
experience 
of H. T. Deters, 
Pike county dairyman, reports E. 
A. 
Hargadine. county extension 
agent 
for the Missouri College of Agricul­ 
ture. 
On Deceml>er 1, 1927, Deters join­ 
ed the Pike county association, 
with 
his herd of 13 cows. 
His butterfat 


production cost the first months w as 
12 cents a pound. 
In January, 
hy 
feeding each cow a balanced ration in 
proportion to her production, the cost 
was reduced to 27 cents a pour.d, 
a 
difference of 1* cents a pound. 
Ac­ 
cording to the report, this cost 
re­ 
duction more than doubled the 
milk 
profits. 


Paris green, it was discovered re­ 
cently, is effective in killing malarial 
mosquito larvae in swamps. 
The Bu­ 
reau of Entomology 
of 
the 
United 
States 
Department 
of 
Agriculture 
has found that Paris green dust may 
he successfully applied from the air 
hy airplanes. 
The demand for 
the 
poison has been increased hy this new 
use. 


Notice o f School 
Election 


The Standard, $1.50 per year. 


Notice of City Election 


Notice is hereby given that the reg ­ 
ular City Election will he held in the 
City of Sikeston. Missouri, on Tues­ 
day. April 
3rd. 
1928. 
The 
polling 
places for said City Election in each 
of the wards of said City will l»e. as 
follows: 
Sard No. 1—at City Hall. 
Ward No. 2—at Boyer’s Garage. 
Ward No. 3— at the Ford Garage. 
Ward No. 4 
at the office of Leslie 
Lumber Co. 
At said election there 
are 
to 
be 
elected the following officers: 
A Mayor, City Marshal. Attorney. 
Police Judge, and City Collector, and 
one Councilman in each of the 
four 
wards of the said City of Sikeston. 
The polls will he open for receiving 
votes continuously from six o’clock in 
the forenoon until seven o’clock in the 
afternoon, upon the aforesaid Tues­ 
day, April 3rd, 1928. 
Done by Order of the City Council 
of the City of Sikeston, this 5th day 
of March, 1928. 
P. H. STEVENSON, 
City Clerk. 


In accordance with the Laws 
of 
Missouri, notice is hereby given 
to 
the qualified Voters of Sikeston, Mis­ 
souri. School District, which is Scott 
County School District No. 54, 
that 
the regular annual School Election 
will be held in said District on Tues­ 
day, April 3rd, 11*28. 
The polls for said election will 
be 
open in the four different wards 
of 
the City of Sikeston from six o’clock 
in the forenoon until seven o’clock in 
the afternoon on said Tuesday, April 
3rd, 1928. 
The voting places for 
said 
School 
Election will be located, as follows: 
1. 
For the first ward at the City 
Hail. 
2. 
For the second ward at Boyer’s 
Garage. 
3. 
For the third ward at the Ford 
Garage. 
4. 
For the fourth ward at the of­ 
fice of Ix’slie Lumber Company. 
Said election i« to be held for the 
following purposes: 
1. 
To elect two School 
Directors 
for a period of three years. 
2. 
To vote on a proposition of in­ 
creasing the tux for school purposes 
to $1.00 on each $100.00 assessed val­ 
uation in said School District. 
3. 
To vote on 
a 
proposition 
of 
levying for building 
fund 
purposes 
for keeping buildings repaired 
and 
furnished the sum of forty cents on 
each $100.00 assessed 
valuation 
of 
said School District. 
Done by Order of the Board of Ed­ 
ucation this 23rd dav of 
Februarv, 
1928. 
R. E. BAILEY, 
Secretary Board of Education. 
666 
is a prescription for 
Cold», 
Grippe, 
Flu, 
Dengue 
. Billious Fever and Malaria. 
It kills the germs. 


Electric cooking is 


Modem, Efficient, 


C on ven ien t 
nnd 


Economical. 


should lead the five of diamonds. 
A 
■ hould play 
the three 
of 
diamonds 
< • < the ten). 
Y should dicard the 
three of chibs (no other 
discard 
is 
« erect) and B should win the trick 
v ith the seven of diamonds. 
(B must 
not play the two of diamonds.) 
B’.s 
b* t lead 
is 
the 
five 
of h e a r t s . 
Z 
should pluy tin three of heart» and A 
must discard. 
First; 
Suppose at trick two, A dis- 


. Z 
discarding the four of hearts. 
Now 
whatever A leads, Y-Z must win four 
more tricks. 


Seconds: Suppose at trick two», 
A 
discards the four of diamonds. Y wins 
the trick with the seven of hearts. Y 
should then lead the five 
of 
spades 
which A should win w'ith the seven 
of spades, Z discarding the four 
of 
hearts 
A’s best lead is then the five 
of club* which Z should win with the 
card? the five of cluhs. 
Y wins 
the »eves of clubs, B discarding the four 


A C redit to Your 
Home 


Huildiug hardware for your new home that 
wi II be a credit to it and to you. 
From our 
complete stock you may c h o o se pattern«* to 
meet your requireiiieuttf. 
Priced to meet your 
pocketbook. 


PHONE 205 


Farmers Supply Go. 


Hardware Department 


VOTERS 
Attention Please! 


Due to the fact that the Southeast Mis­ 
souri Lumberman’s Association has been 
in session and the E. C. Robinson Lum­ 
ber Company rebuilding their lumber yard, 
taking up considerable of my time, I have 
been unable to make a house to house 
canvass to solicit your vote and support. 
But— 
I Want Your rote 


and am taking this method of soliciting 
your vote in my race for the office of mayor. 


Thanks, 
N. E. Fuchs 


TUESDAYS AND FRIDAYS 
THE BIEESTON STANDARD 
FR ID A Y MORNING, MARCH 10, ’28 


$325,000,000 FLOOD 
BILL PASSES SENATE 


The follow ing telegram was receiv­ 
ed here late W ednesday: • 
W ashington, D. C., 
March 28, 1028, 2:45 p. m. 
Harry Blanton 
Char. Scott Co. I)em. Comm. 
Skieston, Mo. 
Flood control 
bill 
providing 
for 
full governm ent paym ent just p ass­ 
ed Senate without dissenting vote. 
HARRY B. H AW ES 


Southeast Missouri should rejoice 
at the action of 
the 
United States 
Senate in passing the revised Jones 
flood control bill W ednesday 
a fter­ 
noon authorizing the expenditure of 
$325,000,000 from Government funds 
for the harnessing of the lower M iss­ 
issippi River. 
W ith a speed rarely 
if ever equalled by the body 
in 
a 
measure of such m agnitude, the bill 
was passed after an hour’s discuss­ 
ion^ 70 to 0. 
The speed of the action fairly took 
the breath of the Senate. 
The m ea­ 
sure had l>een worked on for w eeks 
in Com m ittee and when Senator Rob­ 
inson of Arkanssa proposed the sud­ 
den vote many thought it a hoax. 
Senat« r Hawes of Missouri, 
who 
was instrum ental in effecting a num- 
l**r of important changes in the orig- 
inal Jones bill, favored the bill 
as 
modified. 
Action on flood control is yet to be 
taken in the House. 
A bill, known 
as the Reid bill, after Reid of Illinois, 
had been drawn up in com m ittee but 
had not been presented. 
The overwhelm ing vote in the Sen­ 
ate is in the face 
o f 
the fact 
that 
President Coololge 
is 
not satisfied 
with the Jones bill. 
The re-written Jones bill, as p ass­ 
ed by the Senate, recognizes the prin­ 
cipal of local contributions as gener­ 
ally sound but adopts the view 
that 
this principal hsu already been com ­ 
piled by the Valley 
States 
through 
th* 
expenditure of $292,000,000 for 
protection against floods. 
The bill 
provides 
that 
all 
work 
carried on in flood prevention 
from 
now on shall he provided for by 
the 
Federal Government. 
It 
sets 
out, 
however, 
that 
local 
interests shall 
maintain the works after they have 
been constructed. 
Itdefines “m ain- 
tainnnce” as normally “such m atters 
as cutting grass, removal 
of we«*ds, 
local drainage anal minor repairs <»f 
main river levees”. 
The question of local contributions 
on the tributaries is left openin the 
bill. 
The 
bill 
as 
passed 
carries 
an 
amendment 
directing the corps 
of 
Army engineers to subm it 
to Con­ 
gress as soon as practicable, a project 
for flo o d control on the tributaries. 


G. B. G R E E R F IN D S AN 
89-yY EAR-OLD N A M E S A K E 
ON T R I P IN T E N N E S S E E 


C O N T R A C T FOR H IG H W A Y 61 
TO BE LE T A P R IL 20 


“This is G. B. Greer speaking and 
I would like to see Mr. G. B. Greer, 
please”, thus did Mr. Greer address 
the daughter of the man of the same 
name when he visited Camdon, Tenn., 
this week. 
The Mr. G. B. Greer of Camdon is 
a second cousin of 
the 
local 
Mi. 
Greer, their fathers having been first 
cousins. 
About tw enty-five years ago 
Mr. 
Greer, of Sikeston, explained, he had 
a friend who was a constable in New 
Madrid and this constable informed 
him of his 
nam esake 
in 
Camdon. 
Throygh correspondence, then, 
the 
relationship was traced. 
This week 
was the first time that the two men 
have met. 
Mr. Greer of Camdon is nearly 89 
years old", it was related, “he reads 
without glasses and has a keen, clear 
mind and a fine memory 
for names 
and dates. 
He is a local M ehtodist 
preacher, but has not preached reg­ 
ularly for several years. 
He 
was 
wounded in the legs during the Civil 
War anil w alks with two canes from 
the effects of the wounds now. 
He 
was a Confederate soldier and serv­ 
ed the duration of the war”. 
The G. B. stands for Green Berry 
and is an old fam ily 
name 
in 
the 
Jreer fam ily. 
Mr. Greer of Sikes­ 
ton has, besides his second cousin, 
a 
grandson (son of Moore Greer) 
Fy 
the name of Green Berry and 
also 
is grandfather’s name 
was 
Green 
Berry. 


P A U L D E N M A N AND 
MARCí A R E T HOLLOW AY 
M A R R IE D IN FLOR IDA 


Married Sunday noon, at the Plant 


City M ethodist parsonage, by Rev. J. 


B. Rooney, Paul W. Denman and Miss 


M argaret Holloway. 


In attendance were mem bers of the 
bride’s fam ily, Jam es 
A. Henderson 
and Miss Josephine 
Mays. 
Follow 
ing the ceremony Mr. and Mrs. Den­ 
man left for South 
Florida 
points, 
which 
they 
will 
visit for the next 
week or ten dyas. 
Mrs. Denman is a graduate of the 
Plant City High School, class of ’26. 
She is the youngest daughter of Mrs. 
C harlotte B. H olloway, and a member 
of one of 
the 
pioneer 
fam ilies 
of 
Hillsborough county. 
She is a young 
woman of exceptional talent in the 
journalistic field, having been 
em ­ 
ployed on the staff of The Courier for 
the past two years, follow ing a bril­ 
liant record in conducting the Spok- 
emun, weekly school 
paper 
of 
the 
Plant City High School. 
Mr. Denman, eldest son of Mr. and 
Mrs. C. H. Denman of Sikeston, Mo. 
has been a highly valued member of 
the Plant City Courier staff for more 
than two years, up until his resign« 
tion a few weeks ago. 
Mr. Denman 
was born in Farm ington, 
Mo. 
Fol 
lowing his graduation from the Sik 
eston High School, he attended Ohio 
W esleyan U niversity for three years 
He is a member of Chi Phi, national 
social fraternity, Pi Delta 
Epsilon 
national 
honorary 
journalistic fra 
ternity, and a Mason. 
Mr. Denman’s father has been for 
many years publisher of The Sikeston 
Herald. 
A fter their return 
Mr. and 
Mrs 
Denman will reside in the residence 
o f Mrs. Dorothy W right, 710 
W est 
Baker Street. 
The m arriage of Mr. and Mrs. Den 
man comes as no surprise to many of 
their friends, who have been prepar­ 
ed for the announcement 
for 
som e 
tim e. 
Theirs is the culm ination 
of 
the second romance, involving m em ­ 
bers of The Courier fam ily, 
within 
four months. 
Journalism is indeed a 
rom antic 
profession.— Plant 
City 
Courier. 


The contract for H ighway 61 will 
he in the April 20 lettings, it was o f­ 
ficially announced 
this 
week. 
The 
stretch between Sikeston 
and 
New 
Madrid is to be let in five mile pro­ 
jects so as to speed up the work. All 
work Is expected to he completed by 
bad weather. 
There are still a few minor 
m at­ 
ters to be cleared up, but the State 
has secured the entire right-of-w ay 
between here and New' Madrid and 
ony a slight legal m atter 
is 
to he 
settled before all right-of-w ay claim s 
will have been settled, the ease has 
been set for early in April* and will 
be through by 
the 
tw entieth it 
is 
thought. 
It is also proposed to 
grade 
the 
stretch on the sam e highw ay 
from 
New' Madrid 
to 
Portageville 
this 
year, but the pavem ent will not 
be 
laid in 1928 because of the necessity 
of allow ing the heavy fills to 
settle 
properly. 


T OCCURRED TO ME 


Believe it or not, but 
the 
Men’s 
Class at the M ethodist 
church 
al­ 
ways sings the third verse of a four 
yrse hymn. 
This is contrary to the 
usual practice in m any churches. 


One of the advs tells us when one 
f those most em barrassing moments 
>ccurs, to Ik» nonchalant, and light a 
«•rtain cigarette. 
W hat 1 want to 
now is, how can you light it 
when 
the lighter fails to work. 
Certainly 
that in itself is most em barrassing. 


Who is w illing to adopt 
such 
a 
platform as this. 
The 
full 
dinner 
pail, 
cheaper 
gasoline, 
the 
poor 
jH»or working girls, 
reduced 
ments and 
pay twice n day. 


Did you 
see H ula? 


Which 
brings to mind the 
about the traveling men 
who 
itting alxmt the lobby after supper. 
One had been to A laska during 
the 
ush, another had been in China dur- 
rg the Boxer troubles, another had 
served with the British in the 
Boer 
War in South A frica, and so on. 
A 
luiet little man sat back and did not 
join in the conversation. 
When he 
was urged to tell where he had been, 
he said. “ Did any o f you ever have 
he delerium trem on s?” 
They 
all 
protested their purity. 
He answer- 
d, “W ell, 
you ain’t 
been nowhere 
and you ain’t seen nothin'. ” 


And so the fond m other killed 
her 
>nly daughter. 


W. E. 
( “Cousin 
Ed” ) 
H ollings­ 
worth, candidate for City 
Collector, 
is of u pioneer fam ily in this 
com­ 
m unity. 
Cousin Ed seem s 
qualified 
for the office in that he is a graduate 
o f a business 
course, 
the 
Phoenix 
A cadem y and Business 
College 
of 
Phoenix, Ariz., and has 
had 
much 
experience in 
keeping 
books. 
For 
seven years he was bookkeeper 
for 
the old Farm ers 
Supply 
Company, 
when 
it 
was 
owned by C. D. Mat­ 
thews, Sr. 
Follow ing the division of 
the firm, he w as elected m anager of 
the Farm ers’ Supply Dry Goods Co. 
and served is that capacity for nine 
months. 


pay* 


story 
were 


R ID E S W IT H LIN DY 


Miss Catherine Blanton, daughtei 
of the editor and secretary to Con­ 
gressm an W illiam 
I„ Nelson, 
was 
am ong those who made flights w'ith 
Lindbergh Friday afternoon at W ash­ 
ington. 
In describing the trip, Miss 
Blanton said that she did not get 
thrill out of the trip because she had 
U*en up before, but that it was quite 
a thrill to ride with Lindy. 
She sat 
directly 
behind 
him 
during 
the 
flight, which was made in one of the 
Ford Navy planes. 


LOCAL 
P A R T Y 
VISITS 
TRU CK DISTRICTS \N D 
M U S C L E SHOALS PLANT 


IS Q U A LIFIE D 


CITY ELECTION 
TUESD A Y 


Indications are that 
a light 
vote 
will be cast here Tuesday in the City 
election unless at the last minute 
a 
“dark horse” pops out for 
som e 
of 
the offices. 
Interest has l>een shown 
in the tw o three-cornered races— that 
for collector and for Police Judge, but 
little has been shown for many of the 
other offices. 
The alderman race is 
predicted 
to be close 
in one of the 
wards, but not much com petition is 
expected in the others. 


COUNCIL TO MEET 


The regular m onthly 
m eeting 
of 
the C ity Council will In* held at 
the 
City Hall Monday night. 
The m at­ 
ter of Malone Avenue 
and 
Kings- 
highw ay are expected to be discuss 
e«l aside from the 
routine 
business 
>f the Chamber. 


G. B. Greer, Frank Van Horne, W. 
H. 
Sikes and Moore Greer returned 
W ednesday night from 
a 
950-mile 
trip through 
the 
truck 
gurdenir g 
district of T ennessee and to Muscle 
Shoals, Ala. 
The men left Sikeston 
early Monday m orning and -aw 
in 
their three-day Jaunt, many acres of 
truck stuff in the Tennessee district 
which was successful last year and in 
addition visited 
the huge 
govern- 
nitrate and power plant 
at Muscle 
Shoals. 
Leaving here about 0:00 o'clock, the 
party crossed the river at Hickman 
and drove to the truck district around 
Martin and Greenfield, Tenn. 
There 
they saw about 400 an«*' of string- 
less beans which were to 1»«« planted 
in addition to much tomatoes, 
cab­ 
bage and sw eet potatoes. 
The plani­ 
ng is not in full sw ing yet, accord­ 
ing to Mr. Van H om e, but prepara­ 
tions are being made 
rapidly 
for 
heavy planting. 
McKensie, Camdon 
and Dixon were also visited on 
the 
first day of the trip, the first night 
being spent at Dixon. 


Tuesdav, 
W ainsboro. Tenn., 
Flor- 
* ' 
0 
nee and Muscle Shoals. Ala. 
w e r e . 


visited. 
The m agnitude of the giant 


plant can hardly be realized even by ; 
looking at it, Mr. Greer 
said. 
The] 
governm ent has spent between 
1501 
and 200 
m illions 
of 
dollars 
here. 
Power from the plant is sold to 
the, 
Alabama Power and Light Company 
for two m ills per kilowatt and in turn 
is sold for ten 
cents. 
The 
govern- j 
ment g ets about $100,000 p«>r month 
for rent, according to the guide. Th** 
nitrate plants are not running, 
the 
men said. 
Cornith, M iss., and 
Shilo 
B attle­ 
field were also visited Tuesday 
and 
Tuesday night w*as spent in Jackson, 
returning here W ednesday 
by 
th«* 
way of Memphis. 
In discussing the truck gardening 
in 
Tennessee, 
Mr. Van Horn 
said 
that the truck grow ers in that sec­ 
tion had beer» m aking money 
every 
year but one in the last six and that 
they broke even that year after 
an 
over amount o f tom atoes 
had been 
planted. 
He said that each farm er 
put in about an acre or an acre and 
a half instead o f having large truck 
patches. 
He cited instances where 
some of the men haul made as much 
as $700 to $800 
an 
acre on 
their 
ground. 
The w hole party was opti­ 
mistic about the outlook here after 
view ing these successful 
fields :*nd 
com paring them with the local ones. 


rs. L. M. Stallcup is entertaining 
this 
afternoon 
(Thursday) 
with 
bridge. 


E. B. W ilson, Jr., 
of 
St. P eters­ 
burg, Fla., is visiting in Sikeston. Mr. 
W ilson is on a tour of several states 
for the 
W ilson-Chase 
Department 
Store Company 
of St. 
Petersburg, 
with a view of locating a 
store 
in 
this section of the country. 


C O U P L E M A R R IE D H E R E 


Hulen Hawkins, son of 
Mr. 
and 
Mrs. George Hawkins ami Miss Mar­ 
garet 
M atthews, 
daughter 
of Mr. 
and Mrs. Charles M atthews of 
near 
Sikeston were maried here W ednes­ 
day evening'by the Rev. S. P. Brite. 
Only a few close frineds and relatives 
were present. 


CAR D O F 
A P P R E C IA T IO N 


We wish to thank our many friends 
and neighbors for the kindness and 
help offered during the recent oper­ 
ation and confinement of Mr. Ingram. 
Especially 
those 
who 
were 
kind 
enough to visit or call. 
Mr. Ingram 
is now at home and expects 
to 
be 
back at his work shortly. 
Mr. ami Mrs. Bert Ingram. 


S P E C I A L 


Genuine 13-Plate 
Ford Battery 
Now 
$10.00 


AND YOUR OLD BATTERY 


Will Fit All Makes of Cars 


Phone 256 


Scott Couoty Motor 
Company 


A “ Ford” Groves Ford Shop 


A l l THIS MONTH 
Buy Canned Foods of Quality 


l o o k rom 
ntt » uan 
ASK FOR 
OUR BRAND 
Fox 
Radio 
Golden Drip 


YOUR GROCER HAS THEM 


D IST R IB U T E D BY 
M cK NIGHT-KEATON G RO. CO. 


PITM AN 
APPO INTED 
TO 
W EST 
POINT 


rs. Roy V. Fllise is on the sick 
list this week. 


Gulf Coast received the third 
ap- 
{»ointment to the United States M ili­ 
tary Academ y, W est Point, last week, 
when H atold M. 
Pitm an, 
’28, “C” 
Company, was notified by the War 
Departm ent that Representative Ful- 
bright **f M issouri had recommended 
him. 
Pitman, whose home is in Sikeston, 
M issouri, e-ntered 
G. C. M. A. last 
Septem ber and lost no time 
in get­ 
ting off at a fast start in all phases 
of school work, particularly m ilitary. 
Recently he was designated to rep­ 
resent 
his company 
in 
individual 
com petitive drill in com petition with 
ci*ack m anualists of his own and oth­ 
er com panies, many of them with ex ­ 
perience of several years. 
In the academic departm ent, tho’ 
carrying a most difficult schedule in 
preparation for W est Point, he 
has 
distinguished 
him self, 
making the 
“ D. C.” list repeatedly. 
Though ineligible for the football 
team, he worked out regularly 
with 
the squad. 
He worked hard to 
help 
keep the first line on their toes. 
At 
the call for candidates for the track 
team he turned 
out promptly 
and 
worked 
out 
every 
afternoon until 
baseball season opened when he 
re­ 
ported to Coach Adams to try out for 
first base.— The Port Light. Gulfport, 
M ississippi. 


The I). A. R. will have their r e g u -, 
lar m eeting at the 
home 
o f 
Mrs. 
Laura Smith, Snutrday, April 14, in- Reevie Smith, 
stead of Ap» il 7th. 


Airs. Robert Crowe of Little Rock, 
Ark., is visiting 
her 
mother, 
Mrs. 


Mrs. Lyman Bowman, who under­ 
went a major operation in the Bap­ 
tist sanatarium in St. I^iuis, Tuesday, 
is doing well, according to th«* latest 
reports from her bedside. 


Mrs. Prude Stephenson, 
negro, of 
New Madrid, «lied th«‘re 
W ednesday 
and was buried at the ngero 
cem e­ 
tery there, Thursday. 
She was 
the 
aunt 
of 
Mrs. l>eliu Henderson 
of 
Sikeston, who attende«! the funeral. 


Mrs. Murray Klein and Miss Ca­ 
mille Klein will 
entertain 
w ith 
a 
bridge luncheon at the home of Mrs. 
Klein’s, Saturday. 


SPECIAL 


Friday—Saturday—Sunday 


BARBECUE MEATS 
55c POUND 
MANOS CAFE 
Malooe Ave.—Sikeston 


To the Voters of 
Sikeston 


If elected to the office of City 
Attorney, I will give to the City’s 
legal business the same earnest, 
energetic attention at all times 
that I give to my private practice. 


A. H. HAYMES 


House Cleaning Aids 


NBus Deal Closed 


The Standard, $1.50 per year. 


Greyhound B usses have been 
run­ 
ning 
over 
the 
M emphis-St. Louis 
route for some tim e. 
The old buss­ 
es «4’ the Southeast M issouri Transit 
Company will In* taken off by the new 
owners shortly and all 
Greyhounds 
ami Purple Swans will be 
operated. 
The deal by which the Southeast Mis­ 
souri Transit Company became a part 
of the Greyhound organizntion 
has 
been pending several months and 
is 
yet to be worked out but the trans 
action ia now certain. 


Ext6e 
BATTERIES 


IVFake your 
old battery 
last longer by 
skilful repair 
work. Bring 
it here. 


Sensenbaugh’s Soper 
Service Station 


While I Have Been Allending lo 


the Delies of My Office I Have 


Neglected My Candidacy 


But that does not 
mean 1 do not want 
your vote for 


COLLECTOR 
April 3 


S. N. SHEPHERD 


When it is house cleaning time there are so many things 
to do that you should make your work as easy as possible. 
Here are a number of inexpensive aids that will serve you. 


Mops 
Pails 
Chamois 
Scrub Brushes. 
Step Ladders 
Brooms 
Soaps 
Powders 
Wax 
Dueo 
Paints 
Brushes 
Screens 
Doors and Window 
Carpet Sweepers 
Vacuum Cleaners 


Everything From Frying Pans 
to Mousetraps 


If there’s anything iu the hardware line that you need — 
and of course there is —just skip over to this store and tell 
us what you require. 
You are sure we have what you 
want at a low price. 


Phones 271 and 272 


Farris-Jones Hardware and Grocery Gd. 


THE 
- 
'WINCMtSTM 
•TO IU$ 


FRIDAY MORNING, MARCII .10, *2« 
THE SIKBStON STANDARD 


Mrs. A. W. Uolxjrtion 
of Poplar 


DR. LONG 
Kye Specialist 


Office in McCoy Tanner Blctg. 


<M< -xlamm 
Wilbm 
Ivnsor. 
T anner 
Dye. 
.Î. A. Matthews nml Miss I>*na 
Matth« ws wore visitors to Cupe Gir- 
ardoau, Tu« s« I ay. 


Th«* revival is till on at the Church 
of the Nazarene. 
Great crowds and 
g rta t 
preachinj? 
of 
old-fashioned 
truth. 
Sinners ar<* b«*in> 
every s«*rvice. 
It' you a n 
arai help u-. 
If m»t saved, c«»tne 
let 
us h«*lp you. 
Services each evening 


TWO K IM .PÍ). FIVE INJCRKI) 


at 7:10. 
Thre« 
3;00 and 7:30. 


C O 7T J0 . 
.1 . 
I 
< 


services Sunday at 11, 
Come, you are 
wel- 
ox, Pastor. 


Malone Theatre 


FRIDAY 
Afternoon and Evening 


“ Mi’s fair in love 
and 
business". 
That was the motto of pretty Agnes 
Dolan, 
the 
traveling 
saleswoman 
portrayed bv Norma Shearer in this 
unusual and fascinating pjirture. So 
that when *>he met Joe Adams, 
a 
rival in selling suits and cloaks, she 
not only stole his customers, hut pur­ 
loined his heart. 
How 
she does 
it 
makes one of th«* most diverting and 
amusing films 
in 
years, and 
the 
popular star’s best screen effort 
to 
date. 
with GEORGE SI D M A and RALPH 
FORRES 
PATH I! REVIEW & COMEDY 


Hargain Matinee Every Friday at 
p. m. 
Admission 10c ¿fc 25c 
Nite 7:00 p. m. 15c and 35c 


SATURDAY 
Continuons show— 2:30 to 10:30 


TOM TYLER in 


"The Texas Tornado” 


\E S O P I ARLES and Episode No. 2 
MASKED MENACE" 
Continuous Show 2:30 to 10:30. 
2:30 to 
0:30 Admission 10c & 25c 
6:30 to 10:30 Admission 15c & 25c 


Hluff was n visitor t«> Sikeston W ed­ 
nesday. 
Friday, S atu rd ay and Sunday, spec- 
iol barbecue meat, per pound, 55c.— 
Manos Cafe. 
Mr. ami Mrs. E. A. Bandy 
were 
business visitors to ( ’ape Girardeau, 
Inst Friday. 
H enry Welsh, 
Aven 
Kinder 
and 
Pay Hudson were visitors to Poplar 
Hluff, Sunday. 
Miss Abhie Morison and her fath ­ 
er, H arvey Morrison, are on the sick 
list this week. 


Mrs. J. B. Massey has ln*en visit­ 
ing at her home in Corning. 
Ark., 
since th«* first of the week. 
I?r. I) a ugh trey am! family w ent te» 
Cairo W ednesday to visit an uncle of 
saved 
at I Mrs. D aughtrey’s, who is ill. 
aved conn* j 
y 
g t 
('lass realized $27 
from 
their bake sale held on last Saturday 
at the Dnvey Plum bing Shop. 


Mr. ami 
Mrv. 
Barney 
F orrester 
were hosts to a com munity dinner at 
heir home tonight 
(Thursday.) 


Mrs. Boaz of P arm a is visiting her 
laughter, Mrs. L. L C ontazer an«i is 
having some dental work done while 
here. 


Mrs. Fred H etlage of Kewanee en­ 
tertained the W ednesday Bridge Club 
a t the home of Mrs. H arry Dudley, 
in Ruth Street. 


Owing to other church activities, 
he Co-workers will n«»t hold 
their 
regular m eeting Tuesday, 
but will 
neet two weeks later. 


Joe Rush Fennim ore. form erly of 
B ertrand and now of Florida, is vis­ 
iting friends in Sikeston 
for 
a few 
lays. 
He will retu rn Sunday. 
! M«*«!nm<*s 
Henry 
Welsh. 
T. 
H. 
'f.eogue. i,. I.. Contaaer, Miss Helen 
Welsh and Mrs. Boaz of P arm a were 
'ape G irardeau visitors, Tuesday. 
Me dames M argaret H arper. W. W. 
W. Hinchey, 
Miss 
Florence Raker, 
Elizabeth Hinchey and Edw ard 
Al­ 
lan! were week-end visitors to 
St. 
I.ouis. 
Mrs. T. F. Henry and Mrs. E. 
T. 
W heatley invited a few fiiends in to 
a dem onstration of alum inum 
ware 
given at the fo rm er’s home on South 
Kingshighw ay T hursday afternoon. 
Mr. and Mrs. I). R. Nall an«! Mrs. 
Lon 
Nall 
left 
Sunday 
for 
Hot 
Springs, Ark. 
lx>n will drive down 
next week. 
T he 
p arty 
expects 
to 
spend 
about three weeks’ vacation 
here. 


There will be a pte supper at the 
Com m unity Hall at Miner Tuesday, 
April 3 at 7:3d. 
A 
splendid 
pro 
gram will lie given. 
Proceeds 
will 
be for the benefit of the piano in the 
Com m unity Building. 
L. B. Hooker of St. Louis, who has 
been a patient at the Barnes Hospital 
for the past eleven months, has lieen 
released from the hospital in a much 
improved condition. 
L. B. is a nep­ 
hew of Miss Ann Taylor. 
X A surprise 
miscellaneous 
shower 
was given M rs. H erm an Bamiy 
at 
her home Tuesday night. Many hand 
some gifts were presented Mrs. Ban- 
day by her m any friends. 
She 
was 
form erly Miss Louise 
Shields. 
Mr 
and Mrs. Bandy are now 
living 
in 
one of the A. F. Lindsay bungalows 
on Dorothy Street. 


IN FRISCO WRECK T ill RS. 


Two men were killed and five 
cr 


more wire injured at 6:53 Thursday 


morning when a northliound 
Frisco 


freight 
train 
broke 
through 
the 


trestle over the Virgin Channel 
be­ 


tween Chuff«*«* and St. Louis, send­ 


ing the engine and three box ears in­ 


to the ditch. 
The engine was 
al­ 


most completely burled. 


Engineer Ed Lynrh of 
St. 
Louis 


ind Robert Davis of Chaffee 
wer< 


killed. 
Fireman Jim Robinson, who 


w a* fir*t reported k i I . is in 
a crit­ 


ical conditi«*n hut niav live. 
Brake- 


man C a pshaw and Conductor .1. 
T. 
Marsh, huth of Chaffee, were injured. 
Frisco trains are being delayed on 
thi** route because of the wreck, hut 
v»*n ice is expected to he resumed on 
schedule today (Friday). 


SIKESTON GIRL ELOPES 


Miss Juanita Briggs, 
16-year-old 
daughter 
of 
Mr. 
and 
Mrs. Fred 
Briggs, and Berlin Ixing, about 
27 
years of age, were married in Cairo, 
Tuesday. 
Mrs. Long, who was a stu­ 
dent in the Sikeston High School, had 
given her parents and s« honlmates no 
imlicatimi that she was to elope. 
She 
«lid not attend schoo^ Tuesday. 
Mrs. Ixing roturrn*«! her«* W ednes­ 
day for a few days’ visit 
with 
her 
parents. 
Her husbaml 
will 
arrive 
shortly and the c<»uple will probably 
make their horn«* in Bnrdw«*11. Ky. 


"^Misses Virginia Freeman and B a r -! /T h e Auxiliary of the American Ix*- 
hara Beck in Christian College will gi«in will have their next meeting at 
spend the Easter Holidays with rela­ 
tives in St. Louis. 


T R U ST E E ’S SALE 


EXPLAINS SCHOOL TAX 
"INCREASE**— WHICH 
ISN’T 


the home of Mrs. Harry* Dudley 
Wednesday evening. 
on 


TUESDAYS AND FRIDAYS 


Mr. and Mrs. K. A. Bandy were the 
week-end 
guests 
of 
Mrs. Bandy’s 
sister, Mrs. John Whitehead, at Pop­ 
lar Bluff. 


March 29, 1928 
The Sikest«*n Standard, 
Sikeston, Missouri, 
Considerable coment has been made 
on 
the 
streets 
about th«* coming 
school tax t«i be voted on. Th»* School 
Board has asked m e to give you 
a 
statem ent in this connection 
from 
which you can form ulate a paragraph 
‘o suit yourself. 
The present tax being 
voted 
on 
loes not raise the taxes over previous 
vears. 
It is exactly the* same 
tax 
this D istrict has voted - for 
several 
years. 
The law requires that this b< 
ubm itted as an “ increase” 
in 
tax. 
This is a little confusing to th«* pco- 
>le. 
However, this means that it is 
m “ increase” over what 
the 
Board 
an levy without a vote of the peo- 
ple and not an “ increase” over 
the 
ax«*s levied for previous years. The 
tax rem ains the 
sam e 
as 
previous 
years. 
You m ay also be advised th at 
the 
school ballots are n«»t printed 
until 
ext Monday. 
The ballots are never 
printed until the day before the elec­ 
tion so that anyone wh«i «tesires may 
have names placed on the ticket for 
irectors. 
R. E. BAILEY, 
S ecretary Board of Education. 
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MONDAY 
Aftermxin and Evening 


CHAN 


Yes, We Are Still In 
Transfer Business 


With largest trucks in town 
to 
do 
long and short hauling. 
Ix*t uus fig­ 
ure with you on your next hauling or 
moving. 
R. C Coleman Transfer Co. 
Service 
208 N. Ranney Ave. 
Phone 499 
Sikeston, Mo. 


As m any 
th rills as 
'Broadw ay » 
has liq h ts f 
\\pjp\fjoldwyn ^^ciycr 


PICTURE 


T he M erry Dance Club has 
post- 
fumed their regular «lane«* until afte r 
E aster. 
Rev. Carleton Lnthrop and H arry 
N ew m an of Cape G irardeau were the 
guests of Mr. and Mrs. M. M. Beck. 
Sunday. 


Paul Jones, proprietor 
of 
P au l’s 
Place, is at horn«* from a Cape G irar­ 
deau hospital, where 
he 
underw ent 
an operation for appendicitis. 


Ix*t us help you with your 
spring 
h«iuse 
elenning by 
laundering your 
curtnins. 
They 
will 
be 
carefuuly 
handled and returne«! to 
you 
fresh 
and crisp. 
Rugs washed. 
Quilts and 
blankets soft nad sweet to put away 
for the su m m er.-S ik esto n Laundry, 
phone 165. 
St. 
Mrs. C. E. Br«*nt«»n. who w as seri­ 
ously ill the first of the week 
with 
an acute attack of appendicitis, 
we 
are glad to 
report 
is 
b etter 
and 


n l a n s are being made to take her to 
St. Louis in the near future, 
where 
she will undergo an operation. 
Her 
m any friends wish for her a speedy 
* <*« «ivory. 


The 
Standar«! 
heartily 
endorses 
every word The Herald 
says 
about 


Default having been made for more 
than six months in payment of dues 
an«l interest secured by note describ­ 
ed in deed of trust executed by E. A. 
Bandy and his 
wife, 
Mary Bandy, 
dated February Twentieth, Nineteen 
Hundred Twenty-Five, and recorded 
on the Twenty-Fifth Day of March, 
Nineteen Hundred Twenty-Five.^ 
in 
office of Recorder of Deeds for Scott 
County, Missouri, at Benton, Missou­ 
ri. in Bo«»k number 51, at Page num­ 
ber 43, conveying to undersigned the 
following described real estate^ 
and 
improvements thereon, in the County 
of Scott, State of Missouri, to-wit: 
A tract of 
lami 
situated in 
United 
States 
Private 
Survey 
No. 
614, 
Township 
26 
North 
Range 14 East, ami lying entirely 
within the corporate 
limits 
of 
the City of Sikeston, Scott Coun­ 
ty, Missouri, bounded 
and 
de­ 
scribe«! 
as 
follows: 
Beginning 
at a pump pipe on the South line 
of Kathlee«n Avenue, set Eighty- 
four 
(84) 
feet 
East 
of 
the 
Northwest comer of Lot 
num­ 
ber Two (2)of out Block number 
Forty-two 
(42), 
and 
running 
thence East along the South line 
of said Kathleen Avenue a 
dis- 
tance of Eighty (80) feet to 
a 
pump pipe; thence South along 
a line parallel to the West line 
of said Ixit numlier Two (2) of 
Out 
Block 
Number 
Forty-two 
(42), a distance of One Hundre«l 
Forty-six (146) feet to a pump 
pipe; thence West along 
a line 
parallel to 
the 
South line 
of 
Kathleen Avenue a distance 
of 
Eighty (80) feet to a pump pipe; 
thence North along a line paral­ 
lel t«i th«* West line of said 
Lot 
number Two (2) of 
Out 
Block 
numlier Forty-two (42), a 
dis­ 
tance 
«if One 
Hundred 
F«»rty- 
six (146) feet to the point of be­ 
ginning. an«l all improvements on 


Specials Saturday, Mar. 31 
i 
; 
9.00 O ’CLOCK A. M. 
i 
: 14 q t. Aluminum Dish Pan 
> 
49c 


* 
3:00 O ’CLOCK P. M. 
: White Enameled Bread Box 
»► 
49c 
! PEEK’S VARIETY 


S c A N D l O c S T O R E 
< I 


... 
, 
. _____ 
... 
as secure«! thereby, 1 will, at the re- 
* * 
n 
«tuest of sai«l legal hohler ami ow ner J 


above deserib«*«! property. 
r» 
i 
t 
* 
l . i i i 
Now in accordance with the 
term s! 
the School Board to reference to hold- and (.nm|iti<m, ,,f 
n„ tl. nn(1 j 
. 
ing |Hilitieal meetings in the A u d i-I0f tru st and the legal holder 
and 
torium and will join with th a t c«litor owner of sai«i note ami <it‘e«l of tru st 
at any tim e to change the m em bers having declared the whole d«*bt «lue 
of the Boar«l 
him about 
the 
Superintendent, 
or on 
any of the teachers, 
because 
there j 
MONDAY, APRIL 23rd, 1928, 
has never been a supcrintemlent here between the h« urs of 9:00 A. M. and 
in the fifteen years «»f our residence, 
^ 
au'(l day sell the above 
.. 
, 
,, described property 
to 
the highest 
* h o has had 
such co-operation of all hi(1(k.r for ca, h at 
th<l F n m t I w 
of 
the teachers, 
the Board an«l most all the Post 
Office in the Town «>r City 
of th«* patrons, as the present S u p e r - ‘*f Sikeston, Scott County, Miss«iuri, 


BIDS REJECTED ON H. J. 
WELSH FU NE R AL 
HOME 


All bids on the II. J. Welsh fu n er­ 
al home were rejected by Mr. Welsh 
ami Fred Rtitlman, architect, is now 
w orking on new plans which will 
I k * 
ubm itteed t«i 
the 
contractors 
in 
about a week. 
The lirst plans call«»«! 
for 
a two 
story building with a 20-f«iot front 
with office and ap artm en t space 
in 
the second floor. 
The new plans will 
call for a 40-foot front with two 20- 
foot rooms, one of which will be used 
for the funeral home and «»ther to lie 
rent«*«! or leased. 


METHODIST 
REVIVAL 


intendent. 


Permanent Waves $8.50 


Perm anent Waves $8.50 Special 


until April 16. 
Opposite Mo. 


Pacific FL R. Station «»n H igh­ 


way 61, Sikeston, Mo. 


for the purfiose of satisfying 
said 
! debt und costs. 
L E E B. EW IN G , 
Trustee. 
First Publication March 30, 1928 


with 


151 i n 
U oM PSO N , 
M V K CELIN E 
DAY. J \M E S Ml KRAY 


Lon Chancy gives his most 
effective 
perfom tam c n«iw a 
tin* underworld 
leader in this throbbing film produc- 
1»«n. 
\ spatter «»t 
bullets 
in 
the 
dark 
. . . . a battle oi crook against 
« n ok 
and the flowering ot a beau­ 
tiful rom ance in this am azing setting. 
Thrills without «*nd! 


N EW S and COMEDY 


Bargain Matinee Every Monday at 3 
p. m. 
Admission I Or and 25c 
I 
Nite 7:00 p. m. 
15c and 35c 


'lo je s t c 1 
•noDt- 
MODELtD 


*t> WMM 
/IL K HO/IE RY 


The Peoples Store 
2«! Door North Bank 
of Sikeston 


SIKESTON, MO. 


W atch the M en’s Bible Class 
go 
beyond the two hundred Sunday. Th« 
women of the school an* in line 
for 
another hundred— over sixty women 
present 
last 
Sunday. 
The 
young 
m arried women of the church should 
be ON E H U N D R E D STRONG. Then 
the total of the school will go beyond 
five hundred. 
How fine 
it 
will 
be 
when the attem iance of th«> 
Sunday 
school equals the 
church 
m em ber­ 
ship. 
Sunday a t 11 o’clock 
th«* opening 
serm on of the 
revival. 
The 
Men’s 
Bib)<> Class of over two hundred has 
been invited to attend this service. 
These men will be such a wonderful 
mldition to the 
service. 
We 
have 
hundreds of chairs. 
The big curtain 
can be draw n aside 
and 
seats 
for 
nearly a thousand people 
provided. 
Come and bring 
a 
friend. 
Bring 
your children. 
The sermon will be on 
“Christian 
R esponsibility”. 
If 
you 
art* a parent, you should he pr«*s«*nt. 
If you ar«* a memlier of the 
church 
you need it. 
If you are unsaved, will 
you come ami listen? 
Evening service: 
We promise no 
seats afte r 7:30. 
This church is ex- 
pecting an overflow 
crowd 
Sunday 
night. 
Come <*arly ami 
get a 
seat 
d o se up. 
C hrist is 
enclining 
the 
hearts of people to the church. Christ 
is guiding 
m en’s steps 
tow ard the 
church. 
At this 
evening h«>ur, th«* 
them e 
will 
be: 
“ W ithout 
God”. 
W hether you are in the church or out 
of it, if you are “ Without God” 
in 
your life, you need 
to 
pray. 
You 
need to be at this service. 
The Song Service: 
The choir loft 
seats about forty and 
«»very 
seat 
should be 
filled by 
some one who 
sings. 
Three tim es that num ber who 
are members of tin* church who sing. 
| At every service 
the 
g rea t 
hymns 
such 
as “ My 
F aith 
Looks Up to 
T h ee”, “There Is A Fountain •Filled 
With Blood”, and the 
like, will 
be 
sung. 
Come and have a p art in the 
song service. 
Echo singing Monday and Wednes­ 
day nights. 
You will like it. 
Come 
early so as not to miss it. 


FOR RENT 
Filling station, cor­ 
ner Scott and Front 
Street, Sikeston. 
Will remodel to suit 
desirable tenant for 
long term lease. 


Y 
Û 


Notice To Voters 


If the Collector’s office is 
a good thing pass it 
around. 


If not, why burden one 
man so long. 


Vote for 


E. HOLLINGSWORTH 


COUSIN ED 
CITY COLLECTOR 
April 3,1928 


W. 


A String of Pearlsjo 
for Easter 


• You may search far and near for 
a 
ni«»r«* suitable gift 
f«ir 
E aster, but I 
you would not find a more pleasing 
or acceptable gift than one of these] 
:fim* strin g s of pearls. 
E. A. Reissaus j o h n s o n & j o h n s o n 


C h n f f e e , M o . 
^ 
,Mc< oy-Tinner 
lluildlnx 


j Fried Chicken Dinner Sunday | 


THE STAR CAFE 


Gene Potashnick, Prop. 


j Food For Thought -Chew Slowly 


Perhaps we should stop and con- 
siper our loyalty to those who 
support us. 


FOR S A L E -S IX M ULES 


Also Clover, Pcavinc and Oat 
HAY 


C. F. McMULLIN E ST A T E 
S E E J. S. KEVIL 


SUTTON BROTHERS 


CASH GROCERY 


Phones 55 and 121 


Selling Out at These Prices 
Every Day 


Dry Salt Hut Is, lb. ________________________ 12c 


Pure I^ard, l b . _____________________ 
lie 


Irish Potatoes, peck -----------------------------------SSc 


Rolled Oats, pkg. _______________________ 
10c 


Old Dutch Cleanser, can 
— ---------- 
7c 


Matches, box _____________ 
3c 


Macaroni and Spaghetti, p k g .-----------------------6c 


Van Camp Pprk and Beans, med. ca n _________Be 


Bread, lo a f ______________________________ 7 Vi c 


P. & G. Soap, 10 bars________ 
39c 


Sweet Corn, Standard, can 
_____________10c 


Early Variety Peas. Standard, can__________ 10c 


Quart Jar M ustard_____ ______ ___________ 18c 


Kellogg’s P e p _______________________________8c 


Fancy Head Rice, l b .___ _____ 
7c 


Package Garden Seed ____ : _______ 
5c 


Bremuda Onion Plants 
Frost Proof Cabbage Plants 


We Are Headquarters for Fresh Country 
Eggs and Butter 


ALL THIS MONTH 


LOOK POM 
THIS MION 
ASK FOR 
OUK BRAND 


TUESDAYS AND FRIDAYS 
THE SIKESTON STANDARD 
FRIDAY MORNING. MARCH 10. *2« 


SOME SCOn COUNTY 
FARM BUREAU NEWS 


A few of the high points 
on 
hog 
production nt the 
Live Stock meet­ 
ings nt Sikeston and Oran have been 
most 
economical. 
Save 
one-half 
and nre listed as follows: 
On pood pasture hand feeding 
is 
most 
economical. 
Save 
one-half 
bushel of corn for each 100 lbs. gain 
over self-feeding according to Mis­ 
souri Experiment Station. 
Hand feed tankage 
in 
trough at 
same time feed 
corn. 
Use 
one-half 
gallon of tankage to each bushel ot 
corn on pasture and one gnllon 
to 
each bushel in dry lot. 
One gallon 
of tankage weighs a little over 
five 
pounds. 
Four per cent of body weight 
is 
nearly a full feed of corn. 
This, of 
course, will vary. Thin hogs eat larg­ 
er proportion than fat ones. 
Pushing 
pigs 
pays. 
September 
mark«*! has been $1.50 to $2.00 
per 
cwt. higher than December market 
on average for last twenty years 
at 
Kansas City and St. Ixiuis. 
Careful 
tests also have shown it actually tnk- 
es less feed to make a 200 pound h«»g 
where they nre pushed 
than 
whore 
they are carried slowly. 
Home made minornl mixtures fur­ 
nish minerals 
needed 
at 
a cost of 
around 1 cent per pound. Equal parts 
salt, ground limestone, 
and 
bone- 
meal fertilizer makes good mixture. 
Thirty-two accurate 
records 
in­ 
cluding 2100 spring pigs in 1925 fed 
on demonstrations in Missouri as de- 
s. ribed above, weighinl up nt around 
40 to 50 lbs., and marketed around 
21NI lbs., made average daily gain of 
1.32 and made 100 lbs. gain for 0.00 
bu of corn and 18 lbs. of tankage on 
good pasture. 
Thirty-nine worm free fall pigs av­ 
eraged 209 lbs. on February 27 when 
0 mo. old. They were fed on demon­ 
strations using a gallon of (tankage 
2. oilmea! 1, alfalfa meal *u) to each 
bushel of corn ami home-made miner­ 
al, 100 lbs. gain took 0'« bu. corn and 
27 lbs. protein feed. 
Good 
pasture 
saves 
15 per cent 
grain required according to Mo. Exp. 
Station. 
Alfalfa is best, clovers sec­ 
ond, rape thinl. with bluegraas, 
S u ­ 
dan, timothy and cane ranking low­ 
er. 
When hogging down corn, tankage 
should be fed in self-feeder whether 
there are beans in the corn or not. 


The potato 
and milk preparation 
demonstrations were a great success 
according to County 
Agent Renner. 
Fifty-five 
persons 
attended 
the 
meetings which were held in various 
parts of the County last week. Miss 
Marian White, Missouri College 
of 
Agriculture, who was in charge 
of 
the meetings, will 1m* back into 
the 
County next 
monhts to demonstrate 
the new 
m eth o d s in 
making b reads 
and pastries. 
Apply Nitrate Before liloom 
Application of nitrogen fertilizers. 


such as nitrate of soda and sulphate 
of ammonia, two weeks before 
ap­ 
ple and cherry trees 
commence 
to 
bloom' will have the greatest effect 
on the set of fruit, according to 
A. 
.1. Renner, County Agent. 
If applied 
sooner, much of the chemical fertiliz­ 
er may he washed away 
and wasted 
while if applied, the flowers will open 
and commence to drop before 
the 
nitrogen has an opportunity to reach 
them and affect their set. 
Varieties of apples that 
tend 
to 
bear in alternate years 
should 
be 
fertilized in tthc off year to offset the 
unbalanced bearing. 
If the off-year 
spring applications prove inadequate 
to keep the trees in 
good 
growing 
condition, nitrate of soda or sulphate 
of ammonia 
may 
he 
applied one 
month before the killing frosts are 
expected. 
Applied at this time, ni­ 
trogen fertilizers have no effect 
on 
m aturity and do not induce winter 
injury. 
Application 
must 
be 
made 
by 
broadcasting by hand or by drilling 
between the rows of trees. 
In broad- 
asting, eare should he taken to keep 
it away from the trunk as 
there is 
•oem danger of burning 
the 
hark. 
Applications 
should extend slightly 
farther than the tips of the branches. 
Amounts to use depend upon 
the 
poverty of the soil and the condition 
and size of the trees. 
A bearing ap­ 
ple tree of moderate size 
should re­ 
ceive about 5 pounds of nitrate 
of 
soda or 3% pounds of ammonium sul­ 
phate. 
The averag epeach or cherry 
tree might be given 3 pounds of ni­ 
trate of soda or 21« pounds 
of am­ 
monium sulphate, although fertiliz­ 
ers should not Ik* applied to peaches 
until danger from late killing frosts 
is past. 
A fair rule for apple trees 
is one pound of nitrate of s«xla 
(of 
equivalent 
amount 
of 
ammonium 
sulphate) for every 
two 
inches 
of 
trunk diameter. 
The exact 
amount 
depend* on the 
individual 
require­ 
ments of the orchard and of the indi­ 
vidual tree. 


carry the wilt germ from one plant j Eagle”, and other feature films. 
to another in their digestive tracts. 
Thin the plonts to one plant 
per 
hill. 
Now is the time to get the mouse 
before he gets your watermelon seed. 


Any dairy man interested in more 
economical production 
of butterfat 
from his cows should get in 
touch 
with County Agent Renner, who is 
endeavoring to get 
a 
cow 
testing 
Association started in Scott 
County. 
Several dairy 
men 
have 
already 
signed up for this work which will Ik* 
started during April. 


Methods 
Used in 
Producing 
More 
Marketable Watermelons 
Poison the Mice—Poison now while 
food is scarce ami before 
spring lit­ 
ters appear. 
Use plenty of fertilizer-w ell rot­ 
ted manure supplemented with 
150 
lbs., of 3-12-4 commercial fertilizer. 
(Barn yard manure may carry wa­ 
termelon wilt. 
Watch the source of 
this material). 
Use seed of pure variety. 
Kill cutworms with poison bait. 
Kill watermelon bugs with poison 
dust. 
IH> not drive the hugs, away, 
the insects from your neighh« r’s field 
will be driven to 
your 
own. 
They 


Recipe For Mixing Mouse Poison 
1 oz. strychnine*, 
1 
tablespoonful 
sod-a, 1 tablespoonful starch. 4 table- 
spoonsful syrup, Vfc pint hot 
water, 
16 quarts soft wheat or oats (prefer­ 
ably loose grounded oats). Mix starch 
into smooth paste, 
add 
syrup 
to 
starch, mix strychnine 
and 
baking 
soda together, mix starch, syrup ami 
one-half pint hot water. 
Then 
stir 
in strychnine 
and 
soda 
mixture. 
Sprinkle this mixture over the grain 
and stir htoroughly. 
The starch 
is 
used to make the poison stick to the 
grain. 
The soda is used to take 
the 
bitter 
taste 
from 
the 
strychnine 
thus making the mixture more pala­ 
table. 
Sprinkle this mixture in runs 
of mice or beter yet, place in an old 
can or bottle or station to serve as a 
free lunch to mice nt any time. 
This 
bait will keep for several months if 
kept dry. 


SPRING STYLES 
SEEN IN FILM 


Tips on spring styles will be seen 
with the coming of Norman Shear­ 
er’s new motion picture, “The latest 
fiom Paris”, her latest starring ve­ 
hicle 
for 
Metro-Goldwyn-Mayer, 
which will be shown on the screen of 
the Malone Theatre Friday. 
In her newest s<*reen 
production 
Miss Shearer portryas the role of 
a 
traveling saleswoman for a firm 
of 
New York wholesalers of suits, coats 
and gowns. 
In order to have 
correct 
spring 
styles, advance models of which have 
not yet been released to the 
public, 
the 
Metro-Goldwyn-Mayer 
studio 
made arrangements with makers of 
women’s w’ear to furnish 
the studio 
with a large variety of designs 
in­ 
cluded in their list of spring modes. 
Because these had not been made 
up by the factories at the time 
the 
picture was made, the designs were 
sent to 
the 
huge 
Metro-Goldwyn- 
Mayer wardrobe department 
where 
more than a 
hundred 
tailors 
and 
seamstresses worked for weeks exe­ 
cuting them. 
The result was that Miss 
Shearer 
had them in her picture long before 
they had been made up in New York 
ami turned over to the wholesalers to 
Ik* released for the spring trade. The 
models cover practically all types of 
gowns, as well as new styles in tail­ 
ored effects. 
In “The Latest From Paris”, Ralph 
Forbes will be seen in the 
leading 
male romantic role. 
Forl>os has 
a t­ 
tracted more attention during the last 
year than any newcomers among the 
male actors of the screen. 
From his 
start in “ Beau Geste” he has appear- 
e in “ Mr. Wu", “The Trail of 
*98”, 
“The Enemy”. 
“Under 
the 
Black 


Bert Roach, star of 
Metro-Gold­ 
wyn-Mayer’* ^'Excuse Me”, and 
one 
of the featured players 
of 
“ Mixed 
M arriages” and other films, will be 
seen as the inebriate«! drummer who 
supplies much of the comedy of Miss 
Shearer’s new' 
production. 
George 
Si«lney and Tenen Holtz are seen as 
the clothing wholesalers and are 
as 
funny as Potash and Perlmutter ever 
dare«! to be. 
The story nrwl screen 
play were written by A. P. Younger 
and the 
picture 
direct«*«! by 
Sam 
Wood. 


Bottled Health 


In a bottle of our MILK there ie a 
big measure of good 
health for 
your children. It contains the need­ 
ed elements for their growth and 
development. 
Have them drink a 
bottle of milk a day. 


Phone 344 
Andres Meat Market 


“Jim Vaughn Cuts Our Meats” 


Screen Every Opening 


In Y o u r H o m e 


The screening of every opening in your home 
is a health safeguard of the utmost im port­ 
ance. 
If you desire, we will tit the screens 
ready for use, or supply them to your meas­ 
urements so you may have them fitted. 
E. C. ROBINSON LUMBER CO. 
PHONE 2 8 4 
N. E. FUCHS, M anager 


$6500 
IN 
PRIZES 
TO 
BE GIVEN PUPILS AND 
TEACHERS IN CONTEST 


W ashington, D. C., March 28.—Of­ 
fering $6500 in prizes for 
the 
best 
essays 
and 
lessons 
on 
street and 
highway safety, the Highway E«lu< a- 
t ioo Board 
is 
announcing 
to the 
schools the annual safety c«»ntest op­ 
en to elementary school pupils and 
«lementary school teachers 
of 
the 
nation. 
The competition is conduct­ 
ed each year with the active co-oper­ 
ation of the school authorities. 
Based on past experience, officials 
<»f the Boar«) say they expect t«» 
re­ 
ceive essays, not only from «*aeh state 
in the Union and virtually every city 
of size, hut from the territories and 
outlying possessions as well, such as 
Alaska, the Philippines. Hawaii. P«ir- 
to Rico and the Canla Zone. 
The $6500 in prizes is given by the 
National 
Automobile 
Chamber 
of 
Commerce, and this year includes 442 
state prizes 
for 
elementary school 
pupils, three national prizes for pu­ 
pils, and three national 
prizes 
for 
teachers, the 
latter 
totalling $1000 
in cash. 
In addition, the pupil and 
the teacher whose essay and lesson 
respectively are chosen as the 
best 
in the nation 
are 
given 
a trip 
to 
Washington with all expenses paid, 
no m atter from what section of 
the 
cuontry they may come. 
This year, acconling to the rules, 
pupils are to 
wTite 
essays 
of 500 
'or«ls in length on the subject “Why 
We Have and Practice Traflic Rules”. 
Teachers are given the subject “Ob­ 
jectives and Methods of Education in 
Street 
ami 
Highway Safety”, 
on 
which they are asked to prepare prac­ 
tical lessons for use. not alone 
in 
their (twn class rooms, but by other 
teachers in the class rooms of 
the 
nation as well. 
Pupils of the 
fifth, 
i\th , seventh and eighth grades may 
ompete, while all teachers 
in 
the 
ighth and lower grades ar«* eligible 
participants. 
In the past six years it is estimat- 
e«l that more than 2*500,000 -elemen­ 
tary school pupils and perhaps half a 
million teachers, have written essays 
ml lessons on the 
various 
subjects 
assigned in connection 
with 
these 
contests, which have proved to be not 
only 
the most 
sustained 
national 
c«»mpetitions open to the schools, but 
among the most popular as well. An 
average in excess of 400,000 pupils 
write essays each year, it 
is 
said, 
while approximately from 60,000 
to 
80,0(8) teachers write and teach safe­ 
ty lessons to their pupils. 
The amount of $6600 in prizes 
is 
divided int«> three groups, of which 
more than half goes to pupils as state 
prizes. 
Altogether, 442 cash prizes 
and the same number of gold, silver 
and bronze medals rae offered pupils 
who find their names on this safety 
hosor roll «>f the nation. • 
Each state and territory is entitled 
to one first 
prize 
and 
on 
second 
prize. The first prize is a gold med­ 
al an«l a check for fifteen dollars; the 
second award is a silver medal ant! a 
check for ten dollars. 
The number 
of thinl prizes, bronze medals 
and 
hecks for five dollars, varies in pro­ 
motion to the elementary school en- 
ndlment, New York, with its dense 
population being entitled to twenty- 
five, Imliann. to eleven, Florida 
to 
four and Nevada to one, to cite cer­ 
tain examples. 
These prizes are dis­ 
tributed through the State 
Depart­ 
ments of Education. 
Finally, the essays which are chos­ 
en as best from the States are enter­ 
ed in competition with each 
other. 
The lH*st of these papers earns 
for 
the writer a gold watch ami a trip to 
Washington with all expenses paid, 
while the second and third 
national 
awards arc handsome gold watches 
of suitable value ami design. 
Teachers are not given state priz 
es, but the three lessons chosen 
as 
best of all those written through«>ut 
the nation 
earn 
for 
their writers 
checks in the amount of $500, 
$300 
and $200 respectively, and the teach­ 
er whose lesson is ranked first also 
is invited t<» come to Washington as 
the Board’s guests. 
The third division 
of 
the 
prize 
money is s«*t aside for the travel ex­ 
panses ai\d 
entertainment 
of 
the 
pupil and teacher whose essay 
ami 
lesson earn national honors. 


ANNO UNCING TH E APPO IN TM ENT OF 
H. C. YOUNG 
AS THE EXCLUSIVE 


RADIO 
SALES AND SERVICE 


SIKESTON AND TERRITORY 
He Will Lead You to a 
Happier Home Life 


Radio in your home w ill. be another step toward a hap­ 
pier home life, since it provides a varied entertainment, 
when you wish it, at a small cost and effort. 
The clear, 
sweet tone brings added enjoyment. 


192 
H. C. YOUNG 
Atwater Kent—Radios—R. €. A. 


Radio Fans, Attention 


We have sold the At water-Kent Radio fran­ 
chise to Mr. H. C. Young of this city, who will 
be glad to take care of your service problems. 
Phone him at 192. 
We thank you for the liberal patronage you 
have given us and recommend Mr. Young as 
an expert radio service man. 


tëoTifetlùxTiety 


eounyt extension agent f«>r the Mis­ 
souri College of Agriculture. 
On the 
farm of Judge J. 
A. 
Franklin 
of 
Steele, Pemiscot County, the 
Trice 
cotton matured earlier, hel«l the cot­ 
ton in the boll longer ami produced 
6D0 pounds more seed cotton to 
the 
acre than did the competing Wana- 
maker Cleveland variety. 


Legume Pasture Makes (¡«od Pork 


Forty-eight trials at the Missouri 
Agricultural 
Experiment 
Station 
show that 
legume 
pasture 
makes 
good pork. 
At eight cents per pound 
of pork, gains due to alfalfa pasture 
totaled $47.34 per acre in 163 days; 
u*d clover $35.93 in 129.8 days; 
and 
i ape, oats and clover $38.32 in 104.6 
days 
compared 
to 
$21.95 
on blue 
grass 
in 136.28 
days. 
Even more 
rapid gains 
were 
shown 
for short 
time feeding on soybeans and, 
cow- 
peas, although the totals were low. 


Trice Cotton Proves Winner 


That Trice cotton is better adapt­ 
ed to Southeast Missouri 
conditions 
than is Wananmker Cleveland cotton 
is indicated by 1927 tests, according 
to the report of M. 
D. 
Amburgery, delivered. 
Call 81. 
tf. 


Alfalfa L still most important in 
the West. 
Seventeen States west of 
the line from the eastern border 
of 
Texas to the eastern bonier of North 
Dakota had nearly four-fifths of 
the 
alfalfa acreage at the time of 
the 
last agricultural census in 1924. How­ 
ever, in the five years from 1919 
to 
1924, the acreage in the 17 Western 
States increased only 8.5 pper cent 
while the comparative gain in 
the 
31 eastern States was 98.2 per cent, j 
Minnesota. Wisconsin and Michigan) 
each made gains of more than 300 per J 
cent in acreage, Illinois and 
Penn- J 
sylvania about 150 per cent each. 
In 
these five years Kansas dropped 
in 
acreage and lost position as the prin-j 
cipa 1 alfalfa 
State 
to 
Nebraska 
which was the second State in 
1919. 
Other States in which alfalfa acreage 
declined were in the 
South. 
Texas, 
Oklahoma, Arkansas, Tennessee, Mis­ 
sissippi, 
Alabama, 
Georgia 
ami 
South Carolina. 


FOR SALE— Fresh whipping cream, 


Custom Made 


You need uot pay heavily for a “custom built” 
tire to rid* smoothly and safely. 


The extra comfort, extra safety AND EXTKA 
MILEAGE you tfet with Fisk Extra Heavy 
Balloons is a new measure of tire service. 


There ie a tire for every need—in type, eize 
an I price—in the Fisk line. 


Phone 702 
Air-Mist Auto Laundry 


* 'Let One Call Do It A ll'' 


FRIDAY MORNING, MARCH 30. *2* 
THE SlEtetO N STAND Arto 
TUESDAYS AtfD FRIDAYS 


lovely time we* 
r»t with thi?« urn-' 
clous hostess. 
Refreshments of sal- 
FROM MATTHEWS 


ad, sandwiches, 
sen-oil. 


Mr. nnd Mrs 


cake and fruit were 


Robert 
Balt 
ami 


The wonderful 
revival 
that 
has 
b*»on in p m g n - s 
at the 
Methodist 
church for the past three weeks, con­ 
duced hy the 
Rev. 
Mrs. 
Blanche 
Seipe?, closed 
Sunday 
night. 
This 
has been one of the greatest spiritu­ 
al meetings that has been in 
this 
church for years. There were a large 
number of converts, who gave their 
names f< » membership of the Meth­ 
odist ehurch. 
Mr«. Sclpes left Mon­ 
day morning for her home in Poplar 
Bluff, where she 
will 
take n much' 
needed rest. 
Miss Leo!« 
Spaulding 
has 
been 
very si< k again. 
Dr. Presnell was called from Sik- 
eston Wednesday to see Ralph 
Mc­ 
Gee, who was very ill with the flu. 
He is much hotter now. 
A large number of Matthews peo­ 
ple attended the revival now going on 
at I.i I bourn at the Christian church. 
Rev. L. L. Roberts is conducting the 
revival. 
Mrs. G. D. Steele and two sons and 
Mi s Wava Watkins visited in New 
Madrid, Sunday. 
L. 1). Waters and daughter. 
Miss 
Glenda were Sikeston visitors, Satur­ 
day. 
Miss Geneva Dickerson entertain­ 
ed a number of her 
young 
friends 
with a party Saturday evening at her 
home three miles south of Matthews. 
B. B. Conrad spent the 
week-end 
at his home in Marble Hill. 
Rev. Mrs. Scipes and Mrs. Thomas 
Holderby motored to New Madrid on 
Thursday of last week. 
Mrs. Lizzie Davis and son. Albert 
Davis and wife, 
of 
the 
Kewanee 
neighborhood attended church at 
the 
Methodist church, Sunday night. 
Mr. 
and 
Mrs. 
G. D. 
Englchart 
shopped in Sikeston. Saturday. 
Herb Walton, Ford salesman, 
of 
Sikeston, was in Matthews 
Thurs­ 
day of last week. 
Candidates are getting busy and 
oh SO friendly. 
Mr. and Mrs. James Cornndy 
are 
the proud parents of a fine baby boy, 
who arrived Sunday, March ‘25. 
Mr. and Mrs. Joe Weatherford en- 
tertainod Sunday with a 
12 o’clock 
dinner. 
At the Methodist Sunday school 
there were 132 present. 
The measles 
kept a large number away. 
Mrs. F. E. Story was hostess 
to 
the Rook Club Friday afternoon. 
A 


daughters, Misses Lucille and I’hyl- 
lis, were Sikeston visitor, Saturday. 
Mr. and Mrs. Jim Cook entertain­ 
ed with a sumptuous dinner Sunday 
in honor of their little daughter. Ro- 
sella's birthday anniversary. 
The stork visited the home of Mr. 
and Mrs. Billie Ghmcinhnrtd Tuesday 
and left n fine baby boy. 
Ralph Deane is ill at this writing. 
Mrs. Dave Drake shopped in Sik­ 
eston Tuesday, 
Ed Watkins. Bishop 
Rather 
and 
Wilie Binlford returned Tuesday from 
St. Louis, where they have been 
the 
past few days. 
Mrs. Annie Byrd spent a few days 
Inst week visiting with Mr. and Mrs. 
Courtney Mainord. 
Born to Mr. and Mrs. Alfred An­ 
derson Monday, a baby girl. 
Miss Kthel Alliston is very ill 
at 
this writing. 
Mrs. Guy Calvin and Miss 
Katie 
Calvin shopped in Sikeston Tuesday. 
Mr. and 
Mrs. Robert 
McCarthy 
and children of Sikeston visited Mr. 
and Mrs. Shelton, Sunday. 
Roy Waters and 
daughter. 
Miss 
Glenda were visitors, Saturday. 
Mr. and Mrs. Jim Edwards return­ 
ed to Illinois Monday, after 
a 
few 
days visit here vviht relatives. 
Rev. Carpenter and wife, Mesdam- 
es George Eldcrbrooks, Ella Vaughn 
and Dora Waters accompanied 
the* 
Evangelist, Mrs. Blanche Siphes. to 
her home in Poplar Bluff, 
Monday. 
They returned to M atthews. Monday 
evening. 
Mr. and Mrs. 
Ilenry 
Caruhters 
were Sikestcsn visitors, Saturday. 
“ Red” Grant of Kewanee was 
in 
Matthews, Sunday. 
Misses Katherine Saekman, Delor­ 
es Sterling and Ella Ruth Fletcher 
were Sikeston visitors. Tuesday. 
Born to Mr. and Mrs. James Cor- 
rnody, a boy. 


There may be no mud-slinging 
in 
the next national campaign, but there 
will be lots of oil-splashing.—Arkan­ 
sas Gazete. 


Advices from Nicaragua convey the 
¡disquieting idea that bottled Sandino 
.has more than half of one per 
cent 
kick.—Philadelphia Public Ledger. 
j 
Sometimes I can’t help wondering 
what it was that saved Western civil­ 
ization 
before 
there was a 
United 
States Marine Corps.—Detroit News. 


CORRESPONDENCE 
FROM MOREHOUSE 


E. I. 
Griffin of Charleston spent 
Sunday in Morehouse visiting 
with 
friends. 
Mr«. Tom Henry, Mrs. Wm. T an­ 
ner and Miss Allison, nil of Sikeston, 
visited Mrs. (». M. Headlee, Sunday 
afternoon. 
Mrs. W. R. Griffin nad Miss Hattie 
Harp visited Harry Harp and family 
in Charleston, Sunday afternoon. 
Mr. and Mrs. Crow of Kansas City 
are here visiting the latter’s parents. 
Mr. and Mrs. C. L. Armstrong. 
The operetta given by the 
sixth, 
eventh and eighth grades 
at 
the 
gym last Thursday night was 
well 
attended and was one of the 
l>est 
programs rendered by tlu* school this 
year. 
The basketball team of the 
voca­ 
tional agriculture team of Morehouse 
was defeated by the vocational team 
of Dexter in a fast game at Dexter. 
Friday night hy the score of 24 to 21. 
The agricultural motion 
picture 
show at the Tokio theatre 
drew’ 
a 
] crowd of several hundred 
Saturday 
afternoon and night. 
Miss Sylvia Albright 
has joined 
the ranks of the vegetable 
ex|»eri- 
mentors and expects to plant 
five 
acres of sweet corn and two acres of 
early tomatoes. 
Mrs. J. M. Reynolds has taken over 
the Buffington school for the rem ain­ 
der of the 
year. 
Mr. and Mrs. 
J. 
Smith who ha»l been teaching 
this 
year resigned Friday 
of 
last week. 
The attendance had fallen off until 
they combined the two rooms 
and 
gave them both to one teacher. 
Harry Black left Wednesday for 
Gallion. Ohio, where he accepted 
a 
new position. 
He may move his fam­ 
ily there after school closes. 
Mr. ami Mrs. Ix*e Hilcman are the 
parents of a baby boy horn to them 
Friday, March 23. 
Presiding Elder Brown of Poplar 
Bluff will preach 
at 
the Methodist 
church,y Sunday morning. 
Fire broke out in the 
Methodist 
parsonage 
Wednesday, 
but 
was 
quickly extinguished hy Rev. Mass 
ev 
and the 
neighbors. 
The 
chief 
damage was the destruction 
of 
a 
closet of coats ami clothes. 
Wm. Crumpecker has joined 
the 
ranks of 
vegetable 
producers 
and 
will grow five acres 
of 
sweet corn 
and several acres of cabbage 
and 
early tomatoes. 
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Only Two More Days 
Left of 
Special Harness 
Week 


W e are making a special reduction of ten 
per cent on all purchases of harness 
of $10.00 and up. 


Five per cent reduction from $1.00 to $10.00. 


A ll buggy harness we give a twenty per cent 
reduction. 


This spring weather everyone will have to 
have harness. 


W e invite you to com e in and see our bar­ 
gains before purchasing elsewhere. 


SIKES HARDWARE COMPANY 


Gilbreath Building on Front St. 


New Easter Styles In Footwear 
WiR Help You In 


* 


STEPPING OUT 


With Elegance, Excellence 
and Economy 


Whether Milady chooses a tailored 
suit, an ensemble, a Frenchy frock 
or all three, she just must have “ele­ 
gance, excellence and economy” in 
her shoe and stocking wardrobe; for 
they are as much a part of her spring 
costume as the costume itself. 


Where can she find “fit, fashion and 
fineness” in as great a degree and at 
such a reasonable cost as at Heuer’s 
where exquisite new shoe styles, new 
designs in Parisian buckles and deli­ 
cate new tones in silk hosiery await 
her selection? 


HEUER’S SAMPLE SHOE STORE 
MoCOY-TANNER BLDG. 
SIKESTON 


The County Girls’ Basketball tour­ 
nament will ho held in Morehouse on 
Friday and Saturday of this 
week. 
The tournament has twice been post­ 
poned on acocunt of a spinal menin­ 
gitis scare. 
Eugene Harris is home after a vis­ 
it in Louisiana. 
Eugene gained ten 
pounds in Louisiana. 
Judge Xenophon Covemo is 
back 
at his Headlight Plantation after a t­ 
tending this session of Congress 
to 
date. 
He 
is 
very 
optimistic about 
farm relief legislation. 


CORRESPONDEN 
FROM ROOTWAD 


Miss Martha Causey returned F ri­ 
day night to spend the week-end at 
Dexter with homefolks. 
NWilson Fennimore visited Mr. and 
Mrs. George Fennimore and family 
of Bertrand. 
The box supper 
which 
was 
an­ 
nounced for last Friday 
night 
was 
postponed for this Friday night 
on 
account of the program. 
Mrs. Ben Hahn 
and 
daughters, 
Misses Eula and Lois, attended 
the 
program at the high school Thursday 
night. 
Velma Boston spent 
last 
Friday 
night with Cassie Hodges 
of 
near 
Rootwad. 
R. L. Fenimore ami J. S. Hodges 
made a business trip to Benton last 
Wednesday. 


BASEBALL 
LEAGUE 
MEMBERS 
TO MEET 
AT MALDEN SUNDAY 


While the Southeast Missouri Base­ 
ball Leagrue meeting held here 
Inst 
Sunday did not accomplish much to­ 
ward the actual 
reorganization 
of 
the League, the meetinlg is thought to 
have been important as the meeting 
at Malden this Sunday 
as 
a result 
will be attended by representatives of 
several other towYis. 
Only Sikeston, 
Kennett and Malden were represent­ 
ed at the meeting here. 
Six strong teams are expected 
to 
belong to the 
new 
league. 
Malden 
and Kennet will be new members 
in 
the loop and Caruthersville, who had 
at! independent team last year will 
also probably join. 
Of the old teams 
there will Ik » Cape Girardeau, Poplar 
Bluff and Sikeston. Chaffee ami Dex­ 
ter, who dropped out early last year 
have made no indication that 
they 
would 
be 
represented 
this season. 
Cairo, who finished lust year has not 
indicated 
that 
they 
would be 
in 
either. 
While no organization of the 
local 
team has as yet 
been 
effected 
the 
prospective members him* been prac­ 
ticing 
independently 
for 
several 
weeks. 
Indications for a strong team 
for Sikeston this season 
are 
good. 
The last year’s team is practically 
intact and 
with 
a 
few 
additions 
should make 
a good 
showing. 
The 
only position going begging is catch­ 
er. 
Bud Martin should be 
able 
to 


carry most of the» 
pitching assign­ 
ments and with the Crain brothers, 
three 
Burris 
brothers, Dowdy and 
Mow here; Ancell of Bloomfield and 
Hainan of Benton, a strong aggrega­ 
tion should he* built up. 
President A. L Biffle of Bloomfield 
was to be in Poplar Bluff this week in 
an effort to get a team from there 
organized. 
It was suggested that if 
the old Poplar Bluff team was not ob­ 
tained, that the Poplar Bluff Hornets 
enter. 
Manager Hugo 
Boeving 
of 
Poplar Bluff is not optimistic about a 
team there since baseball in Poplar 
Bluff has not always been financially 
successful. 
However, 
it 
is believed 
that a team composed of some of the 
old members and not a highly paid 
team might make a go of the pro­ 
position. 
One 
other 
objection 
to 
Poplar Bluff’s entering the circuit, is 
that the fence around the ball park 
has been removed and that it would 
take about $1000 to rebuild it, how­ 
ever, this m atter could be worked out 
by the management and Poplar Bluff 
fans. 


MUNY BASEBALL LEAGUE 
MAY BE ORGANIZED HERE 


Agitation toward the organization 
of a Municipal Baseball le a g u e has 
been started here. It is proposed that 


a>K>ut four teams enter 
the 
league 
and that games be played 
twice 
a 
week in the evenings. 
Tom Malone has been solicited to 
be president of the proposed league 
ami said that he would be glad to do 
all that he could for the movement. 
It was suggested that four teams en­ 
ter the league. 
One from the High­ 
way, the 
Shoe Factory, Frisco town 
and Dudley’s 
were 
suggested, hut 
others might be taken. 
Such twilight leagues 
have func­ 
tioned in many places. 
The 
gam es' 
for such a Muny League are usually 
played on Tuesday and Thursday a f­ 
ternoons at 6 o’clock and are seven 
inning games. 
Some action 
on the 
proposition is expected to be taken 
next week. 


Thaxtcn Has Preliminary 
Hearing 


Riley Thaxton, who shot ami kill­ 
ed 
Charles H. Poujol, formerly 
of 
Sikeston, at Poplar Bluff 
Saturday, 
was to have hod a preliminary hear­ 
ing Thursday. 
He was released on a 
$2000 bond. 
Thaxton 
alleged 
th a t 
Poujol was too friendly witli 
Mrs. 
Thaxton. 


Nowadays when you see 
a woman 
sewing on tiny clothes, she may 
be 
making 
something for 
g ran dm a.- 
Council Bluffs Nonpareil. 


France is 
the 
only 
big 
nation 
without a 
national 
sport. 
Gouging 
the tourists is strictly a business pro­ 
position.— Council Bluffs Nonpareil. 


Only evidence of defense counsel’s 
contention that insanity is contagi­ 
ous seemB to come in the conduct 
of 
some of the Juries.—Beloit News. 


